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ELECTRONICS 





Make Tandy Your 


. ABZ C /\\ MO? Technology Store for ’84 
Only Tandy can bring the latest electronic 


innovations into your home, wherever you live, 

affordabably! From recording tape to telephones to 

personal computers, only we blend the convenience and 

excitement of high technology with the value and service you 

expect from the largest electronics retailer in the world — and there is 
only ONE — Tandy Electronics, your Technology Store for ’84! 

e Store Address Pages 75/76 « Index Page 74 © Catalogue No. 197 


ms] ~399°° 


Hear International News, Music, Ham 
And CB Operators on Shortwave, Marine 
SSB, Plus Longwave and Local/Distant 
Standard AM/FM Broadcast Stations 


Realistic DX-400. Our finest portable receiver ever! 
Microprocessor-controlled plus phase-locked-loop, 
direct-entry pushbutton tuning. Use Auto-Scan to find 
new stations or manual tuning with 1-3 KHz stepping | 
on AM/SSB/CW, 50 or 100 kHz on FM. Six AM and six MONDE 54 ccaneng 
FM memory presets, lighted LCD frequency display —— an 
and signal strength meter. Wide/narrow selectivity | 
plus fine-tuning for clearest reception. Antenna trim- 
mer and 3-step RF gain control. Sleep switch provides 
auto-shutoff after 10-90 minutes. Telescopic antenna, 
loop stick for AM and built-in speaker. Jacks for exter- 
nal speaker, external antenna and headphones. 
BOPEUT «vu cee: peau see 399.95 
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Specifications 


Sensitivity: AM (except broadcast and longwave), 1 Vv for 10 dB 
S/N ratio; SSB, 0.5 LV for 10 dB S/N; Longwave; 5 LV for 10 dB S/N; 
Broadcast, 300 u.V/m for 6 dB S/N; FM, 5 uV for 30 dB quieting. 
Selectivity: Wide, +3 kHz at6 dB, + 6 kHz at 50 dB; Narrow, +2.5 kHz at6 dB, +5 kHz at 50 GB. 
Bands: AM/SSB(USB and LSB)/CW, 150-29,999 kHz; FM 87.4-108 MHz. Power Requirement: 240 
VAC, 12VDC neg. gnd. or six “C” batteries (not incl.). Requires two “AA” batteries for memory 
backup. Size: 15.2 x 32 x 8.9cm 








Direct-Access Keyboard Tuning of 23,684 Frequencies 


US. Pat gS Now You Can Listen to Police, 
No an 399 Fire, Trains, Ambulance, Aircraft, 
Hams and More—Wherever You Go 


Available Dec. 15, 1983 No Crystals To Buy! 


Covers 68-88 MHz VHF-Lom 50-54 and 144-148 MHz Ham, 108-136 MHz 
AM Aircraft, 138-144 MHz Govt., 148-174 MHz VHF-Hi, 380-450 _ 
MHz Govt. and Ham, 450-470 MHz UHF-Lo, 470-512 MHz UHF-Hi 


Realistic PRO-30. A full-feature, microprocessor-controlled scanner with 

extended frequency coverage—in a compact size you can carry wherever 

you go! Scan up to 16 of your favorite channels continuously, or search a 

selected frequency range for new or unpublicized channels. Scan and 

Search in two speeds. Two-second Scan Delay, selectable for each channel, 

prevents missed replies. Lockout feature temporarily bypasses unwanted 

channels. Big LCD display shows channels and frequencies being scanned, 

monitored or programmed as well as the status of the channels. Priority 

function monitors your favorite frequency while you listen to others. 
Frequency-tracking front end assures top sensitivity on all bands. Squelch 

control eliminates noise between messages. Has jacks for external antenna 

4 and earphones. With flexible antenna. 19 x 7.4 x 4.6cm. Requires six “‘AA”’ 
Ve cHANNL OETA 2 batteries or AC or DC adapter. Memory backup requires four silver-oxide bat- 

taf teries. 20-9131 


AC Adapter. 273-9553 
DC Adapter. 14-844 





2 Bankcard and American Express Honoured at Most Stores 


NOW 8800 LOCATIONS 





IN 80 COUNTRIES 


Audio ¢ Computers ¢ Telephones ¢ Autosound ¢ CB @ Radios ¢ Tape © Security ¢ Calculators ¢ Clocks 





Shop Tandy For Everything in Electronics 






Realistic 
Stereo 






Electronic 
Parts 






TRS-80 Vi 


Computers D4 > 4 } 


At Tandy, electronics is our only business. In our stores, you’ ll find electronic equipment and accessories of special 
interest — everything from telephones and computers to antennas and recording tape. Our line of over 2,500 pro- 
ducts is unsurpassed in quality and selection. Plus, you get straight answers to all your questions from our friendly, 
informed salespeople. That’s why so many people shop with us. Should you ever have a problem with a Tandy pro- 
duct, we can send it to the nearest localised repair centre. And there’s always a Tandy near you wherever you live, 
work or go in Australia. If you are in a smaller community or rural area, a locally owned store may be a Tandy 


Authorised Dealer for our brands — look for our sign. 


For a Comprehensive Look at 
TRS-80© Computers for Home and Office 


Now Tandy Computer Centres display our entire line of TRS-80 com- 
puters and business products. At each location, you'll find an in- 
depth inventory of state-of-the-art computer models, printers, ac- 
cessories, a huge library of software, furniture and informative 
books. Computer Centre salespeople offer prompt, personal 
assistance. Each Centre offers classroom training from experienced 
instructors who make sure you get the most from your investment. 
Our professional ‘‘hands-on’’ seminars let you use the TRS-80 as 
you learn. On-Site and Carry-In service agreements are available. 
Customer Service Representatives help you with after-the-sale 
questions or problems. You receive complete technical assistance 
and support, whether you purchase one system or one hundred. 
Let’s get acquainted! Visit your nearest Computer Centre today. 


Tandy Expanded Computer Departments are located in over 30 
specially chosen Tandy stores. You'll find the same complete selec- 
tion of TRS-80 computer products and accessories as in our Com- 
puter Centres. Experts can demonstrate the equipment and give you 
all the details on sales, leasing, training and service. 


EIA MEMBER. Our membership in the Electronics Industry 
Association is another assurance that our products meet 
high industry standards. 











Comprehensive Training 


USE YOUR CREDIT CARD TO BUY NOW, PAY 
LATER. Honoured at most of our locations. Other 
credit cards may also be accepted. 
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Entire contents copyright 1983 by Tandy Australia Limited — Printed in Australia 
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Amplifiers, Stereo 
Antennas, CB 
Antennas, TV/FM 
Antennas, Scanner 
Autosound 
Batteries 


Cables, Audio 
Calculators 
Cartridges, Phono 
Citizens Band 

Clocks 

Clock Radios 
Compact Music Systems 
Computers 

Electrical Accessories 
Electronic Games 
Electronic Parts 
Headphones 
Intercoms 


Microphones 

PA Equipment 

Power Supplies 

Radio Controlled Toys 
Radios, Portable 
Radios, Scanning 
Radios, Shortwave 
Radios, Table 

Security Devices 
Soldering Equipment 
Speaker Systems 
Speakers, Replacement 
Stereo, Hi-Fi 

Stereo Tape Decks 
Tape and Accessories 
Tape Recorders, Portable 
Telephones 

Test Equipment 

Tools and Hardware 


Turntables 
TV Accessories 


Video Accessories 
Walkie-Talkies, CB 
Walkie-Talkies, Toy 


PLEASE NOTE: The illustrations, information and 
specifications presented and referred to herein 
were correct at the time when this publication was 
approved for printing: however, Tandy Australia 
Limited reserve(s) the right, subject to the laws of 
Australia and/or any applicable State or Territory 
thereof and/or the regulations of any competent 
authority which may apply from time to time at 
their or its discretion, and without notice, to 
discontinue or change the specifications, design 
and prices of the products referred to herein. We 
are not liable for typographical errors. Indepen- 
dent Tandy Electronics Dealers may not be par- 
ticipating in this catalogue or have every item 
advertised. Prices may also vary at individual 
Dealer Stores. 





OUR BEST! DIGITAL-SYNTHESIZED RECEIVER 
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100 WATTS PER CHANNEL, MINIMUM RMS INTO 8 OHMS FROM 20-20,000 Hz, WITH NO MORE THAN 0.05% TOTAL HARMONIC DISTO 


999°° 


“FREALISTICN. 310-2200 CIITA. SYNTHESIZED AMEN STEREO RECEIVER 
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TION 


e Precision Quartz Crystal Locks Each Station On-Channel 
¢ Memory Stores 12 Stations—6 FM and 6 AM—for Instant Recall 
e 5-Segment LED Signal Strength Meter * 24-Seqment LED Power Meter 


¢ Human-Engineered Controls for Easy, Reliable Operation 


Realistic STA-2290. One of the finest receivers ever offered! You get 
the latest in microprocessor and audio technology for versatility and 
sonic purity. You can tune up and down the FM band in 200 kHz steps 
and the AM band in 10 kHz steps. Or, use the Search mode to 
automatically scan to the next station. Digital fluorescent display 
shows exact station frequency. Features separate 21-step bass, treble 
and midrange controls, large 41-step volume control and LED FM 
stereo, memory and function indicators. You also get inputs for two 
moving-magnet cartridges and two tape decks, with full tape monitor- 
ing and dubbing capabilities. MPX blend cuts noise on weak FM 
stereo stations, and tone defeat overrides tone controls for a ruler-flat 
response. Meter low button expands power meter scale when listen- 


ing at low volumes. Also has A/B/A +B speaker switching, pushbut- 
tons for loudness, stereo/mono, hi-filter, FM muting. Fully protected 
against overheating and overload. 

ee cs xs che we Slee Po dees Gs ea fee 999.95 


Specifications 


AMPLIFIER. Response: 15-25,000 Hz + 1 dB. S/N: 85 dB phono, 90 dB aux. Phono 
Overload: 230 mV. FM TUNER: Sensitivity (IHF): 1.8 .V (14.1 dBf). Capture Ratio: 


1.5 dB. S/N: 74 GB. Selectivity: 70 dB. Image Rejection: 75 dB. Stereo Harmonic 
Distortion: 0.2%. Separation (at 1 kHz): 50 dB. EXTERNAL CONNECTIONS: AM 
and 75 or 300-ohm FM antennas, A/B speakers, headphone, tape 1 and 2 in/out, 
phono 1 and 2, two AC outlets. SIZE: 14.3 x 49.5 x 41cm 








SYSTEM ‘ it SYSTEM sant SYSTEM i fori 
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1669°° is 1720" = 2499" 
1899.80 1969.80 2809.70 


* Realistic STA-2290 Digital Receiver 
¢ Two Optimus T-120 Tower Speakers 


¢ Lab 1500 Linear Tracking Turntable 
with Dual-Magnet Cartridge 


¢ Realistic STA-2290 Digital Receiver 
¢ Two Optimus T-120 Tower Speakers 


¢ LAB-440 Direct-Drive Turntable With 
$49.95 Moving-Magnet Cartridge 


* Realistic STA-2290 Digital Receiver 
* Two Mach One® Liquid-Cooled Speakers 


¢ LAB-2100 Linear Tracking Turntable 
With Dual-Magnet Cartridge 


e SCT-42 Cassette Deck « Stand 


4 Get It ‘‘On Credit’’ — Bankcard and American Express Welcomed at Most Stores 


DIGITAL FREQUENCY DISPLAY STEREO RECEIVER 
Auto-Magic® Fine-Tuning Locks in FM Stations Cleanest Reception 
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27 WATTS PER CHANNEL, MINIMUM RMS INTO 8 OHMS FROM 20-20,000 Hz, WITH NO MORE THAN 0.08% TOTAL HARMONIC DISTORTION 


549°” 





e 5-Segment LED AM/FM Signal Strength Indicator 
¢ 30 Hz “Cut” Pushbutton Limits Distortion, Conserves Power 
e LED FM Stereo and Perfect-Tuning Indicators 


¢ Slim-Line Styling With “Champagne-Silver” Cabinet 


Realistic STA-730. Specially engineered for clean sound and ease of 
operation. No more mechanical tuning dial or pointer—we’ve re- 
placed them with an all-electronic system that gives you an easy-to- 
read fluorescent readout that shows the exact station frequency. The 
readout also has fluorescent MHz, KHz, FM and AM displays. The 30 
Hz ‘“‘cut” pushbutton eliminates turntable rumble, helps protect 
speakers and reduces over-boosted bass. Other luxury touches in- 
clude six “thin-line’’ pushbuttons—stereo/mono gives you improved 
reception of weak FM stations, and loudness boosts high and low 
frequencies for full-range sound at low listening levels. Ten-step bass 
and treble controls, separate volume and balance controls. Function 
selector buttons for tape monitor, phono, aux, AM and FM. Phase- 
locked loop FM multiplex provides excellent stereo separation and 
high stability. Phono preamp IC reduces noise and distortion to the 


vanishing point, and assures precise RIAA equalization. Auxiliary 
input lets you add a tape deck or audio from a VCR or video disk player. 
Two built-in protection circuits safeguard your amplifier and speakers 
from overheating and overloading. It all adds up to great sound and 
performance for eyIP ena ae cost—come in and bil it in action! 
31-2003 . 549. = 


Specifications 


AMPLIFIER. Response: 15-25,000 Hz + 1 dB. S/N: 81 dB phono, 92 dB aux. Phono 
Overload: 140 mV. FM TUNER: Sensitivity (IHF): 1.7 pV (9.8 dBf). Capture Ratio: 


1.0 dB. S/N: 73 GB. Selectivity: 55 dB. Image Rejection: 55 dB. Stereo Harmonic 
Distortion: 0.3%. Separation (at 1 kHz): 45 dB. EXTERNAL CONNECTIONS: AM 
antenna, 75 or 300-ohm FM antenna, magnetic phono, aux, tape in/out jacks, A and 
.B speakers, headphone jack, AC outlet. SIZE: 9.5 x 41.9 x 31.1cm 
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¢ Realistic STA-730 Stereo Receiver. 
© Two Minimus-7 Die-Cast Speakers. 


¢ LAB-1750 Belt-Drive Turntable with 
Low Mass Magnetic Cartridge. 


Shop the WorldWide Supermarket of Sound” for the Latest in High-Tech Hi-Fi 


e Realistic STA-730 Stereo Receiver. 
¢ Two Minimus-12 Die-Cast Speakers. 


¢ LAB-290 Belt-Drive Turntable with 
$39.95 Moving-Magnet Cartridge 


e Realistic STA-730 Stereo Receiver. 
¢ Two Optimus-30 2-Way Speakers. 


¢ LAB-1500 Linear Tracking Turntable with 
Dual-Magnetic Cartridge 


e SCT-29 Stereo Cassette Deck 


CASSETTE/RECEIVER WITH DIGITAL AM/FM DISPLAY 


TAPE SELECT 


Leer? Rare 





20 WATTS PER CHANNEL, MINIMUM RMS INTO 8 OHMS FROM 20-20,000 Hz, WITH NO MORE THAN 0.1% TOTAL HARMONIC DISTORTION 
¢ Digital Fluorescent Display Shows Exact AM or FM Frequency 





699°° 


¢ Dual 5-Segment LED Audio Meters Monitor Record and Playback Level 
¢ Dolby* B Noise Reduction Cuts Tape Hiss and Improves High Frequencies 


e Exclusive Auto-Magic® FM Fine-Tuning System Locks In Stations 


Realistic SCR-3000. Now you can have a high-fidelity AM/FM stereo 
receiver and cassette record/play deck in a single space-efficient 
enclosure—without sacrificing the features you’d expect with sepa- 
rate components. Receiver has boost-and-cut bass and treble con- 
trols, volume Knob with concentric balance control, loudness, 
automatic stereo/mono FM switching, pushbutton AM, FM, tape, 
phono and aux function selectors. Cassette deck features soft-touch 
tape transport controls, pushbutton selectors for metal, CrO, and 
normal tape formulations, separate record-level controls, tape 
counter, two microphone jacks and Auto-Stop. You can record off-the- 
air, from external sources, or “live” with optional microphones. LED 
indicators for FM stereo, Dolby NR, record, tape, phono and aux. The 
perfect choice for your main listening area, bedroom, family room or 


study. The SCR-3000 puts it all together — at a lower price than you’d 
expect to pay for separates with the same features! 
i ee 


.... 699.95 









Specifications 
AMPLIFIER. Response: 15-25,000 Hz + 1 dB. S/N: 83 dB phono, 85 dB aux. Phono 
Overload: 105 mV. FM TUNER: Sensitivity (IHF): 1.9 p:V (10.8 dBf). Capture Ratio: 
1.5 dB. S/N: 72 dB. Selectivity: 60 dB. Image Rejection: 65 dB. Stereo Harmonic 
Distortion: 0.5%. Separation (at 1 kHz): 45 dB. CASSETTE: Response +3 dB: 
30-19,000 Hz (metal), 30-16,000 Hz (CrO,), 30-14,000 Hz (normal). Wow and Flut- 
ter: Less than 0.07% WRMS. S/N: 60 dB (Dolby ‘on’, CCIR weighted). SIZE: 
14.3 x 44.2 x 28cm. *TM Dolby Laboratories Licensing Corp. 












SYSTEM 
Reg. Separate 


Items 959.85 849°° 


¢ Realistic SCR-3000 AM/FM Stereo Cassette Receiver 
¢ Two Minimus®-12 Die-Cast Metal Speaker Systems 
With 127mm Polypropylene Woofer and 50mm Cone Tweeter 





6 Get It ‘‘On Credit’’ 


SYSTEM 


1099°"° 


¢ Realistic SCR-3000 AM/FM Stereo Cassette/Receiver 
¢ Two Minimus-12 Die-Cast Metal Speaker Systems 


e LAB-1500 Linear Tracking Logic-Controlled Belt-Drive 
Automatic Turntable With Dual-Magnet Cartridge 


Reg. Separate 
Items 1259.80 


— Bankcard and American Express, Welcomed At Most Stores 


DYNAMIC DUO! MATCHING TUNER AND AMPLIFIER 





FREAL ISTIC 


Wehats 






Exciting Slim-Line 
Styling and Unique 
Studio-Type Features 


iis BOTH AMPLIFIER 
AND TUNER FOR 


579° 


Cassette Deck shown is extra. See below T 


SEA LIS TIC. 
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¢ Voice-Over/Accompaniment Feature 
Lets You Join in the Music 


¢ Exciting Microphone Echo Function 
With Variable Intensity Control 


¢ Auto Fade In/Out Eliminates “Pops” 
When Switching Amp Functions 


¢ Dual 6-Segment LED Power Meters 
¢ 5-Segment LED Signal Strength 


owerette 





30 WATTS PER CHANNEL, MINIMUM RMS INTO 8 OHMS FROM 20-20,000 Hz, WITH NO MORE THAN 0.08% TOTAL HARMONIC DISTORTION 


Realistic ST-500/SA-500. What a pair! This stereo amplifier and tuner share great styling and a 
wealth of exclusive features not found in ordinary receivers. Plug in a pair of mikes to add your 
voice to music, or amplify a guitar—you can even use it as a public-address system. Slide-action 
controls for bass, treble, mike-level and echo, special “fading green lamp” indicator for Auto-Fade, 
large volume knob, center-detent balance control, two '/4” mike inputs and a '/4” headphone jack. 
Pushbuttons for phono, tuner, tape, aux and power. Tuner features edge-lit slide-rule dial, LED FM 
stereo indicator and mono/stereo button. Pushbutton FM muting circuit eliminates interstation 
tuning noise. Fully protected from overheating and current overload. Come in soon and give this 
dlp Se DO Oe cee eg ee er eae Cre eae ce ee 579.95 
tRealistic SCT-500 Stereo Cassette Deck. Soft-touch operation with Dolby* B NR and ASMS. 
Matches components above. Full details on page 27. 

RM TI MIT cE Dnt Nia ele oleh! b Wine acnlg & Slee « 8WR sie e056 Bukiguan © faye whe ere 299.95 





Meter for Easy FM and AM Tuning 


Specifications 
AMPLIFIER. Response: 15-25,000 Hz + 1 dB. 
S/N: 78 dB phono, 92 dB aux. Phono Over- 
load: 140 mV. FM TUNER: Sensitivity (IHF): 
2.5 UV (13.2 dBf). Capture Ratio: 2.0 dB. S/N: 
70 dB. Selectivity: 50 dB. Image Rejection: 
44 dB. Stereo Harmonic Distortion: 0.6%. 


Separation (at 1-kHz): 36 dB. EXTERNAL 
CONNECTIONS: AM and 300-ohm FM anten- 
nas, mag. phono, aux, tape in/out, mixed out- 
put, speaker pair, one switched and one 
unswitched AC outlet, phono ground, antenna 
ground. SIZE: 14.4x 14.6x30.5cm *TM Dolby 
Laboratories Licensing Corp. 





SYSTEM Reg. 
Separate 
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SYSTEM Reg. 
Separate 


1249°° Items 
1419.75 
¢ ST-500/SA-500 Tuner/Amplifier 


¢ Two Realistic MC 1401 Bass 
Reflex Speakers 

¢ LAB-1500 Linear-Tracking Turntable 
With Dual-Magnet Cartridge 

e SCT-500 Stereo Cassette Deck 


¢ ST-500/SA-500 Tuner/Amplifier 
¢ Two Minimus®-7W Speaker Systems 


¢ LAB-290 Turntable With $39.95 
Moving-Magnet Cartridge 


Tandy — 10 Years of Value, Service and Reliability 


Reg. 
SYSTEM Separate 


1499°° Items 
1699.70 

¢ ST-500/SA-500 Tuner/Amplifier 

¢ Two Optimus-30 2-Way Speakers 


e LAB 2100 Linear — Tracking Turntable 


With Dual-Magnet Cartridge 
* SCT-500 Stereo Cassette Deck 
* Stand With Full Length Glass Door 


A POWERHOUSE FOR THE DEMANDING MUSIC LOVER 


SSLECTOR 





80 watts per channel, minimum rms into 8 ohms from 20-20,000 Hz, with no more than 0.03% total harmonic distortion 
e Lighted Signal Strength and FM Centre-Channel Tuning Meters 


e Up-Front Dubbing and Monitoring Switches for Two Tape Decks 


& 49° ict e Right and Left-Channel Illuminated Power Output Meters 


e Separate 20-Step Bass, Treble and Midrange Controls 


Realistic STA-2080. This receiver has what it takes to handle virtually 
any program source. Inputs for two tape decks, two magnetic- 
cartridge phonos, and an aux input for a third tape deck or audio 
soundtrack from video source. You get plenty of reserve power for 
pure, undistorted sound at high volume levels. Counterweighted 
flywheel tuning knob, giant lighted dial and dual meters make it easy 
to tune. Built-in subsonic filter eliminates turntable rumble and the 
effects of warped records. Pushbuttons for hi-filter, loudness, tone 
defeat, stereo/mono, FM mute, Hi-MPxX filter, A and B speaker pairs. 


Protective circuitry. Walnut veneer end panels. 31-3000 .. . .849.95 


Specifications 

AMPLIFIER, Frequency Response: 15-25,000 Hz +1 dB. Signal-to-Noise Ratio: 90 dB 
phono, 98 dB aux. Phono Input Overload: 200 millivolts. FM TUNER. Sensitivity (IHF): 1.7 
microvolts (9.8 dBf). Capture Ratio: 1.5 dB. Signal-to-Noise Ratio: 70 dB. Alternate Channel 
Selectivity: 75 dB. Image Ratio: 80 dB. Stereo Harmonic Distortion. 0.3%. Separation (at 1 
kHz): 48 dB. EXTERNAL CONNECTIONS: AM and 75 or 300-ohm FM antennas, A/B speaker 
pairs, headphone jack, two-mag. phono, aux, tape 1 and 2 in/out phono and DIN- type jacks, 
main in/preamp out, two AC outlets, phono ground. SIZE: 17.5 x 51.4 x 43.5cm 








Reg Separate Rea S 
memetae80 LSD nome 1819.00 1 999° one gen7s Lee 
e Realistic STA-2080 Stereo Receiver 
¢ Two Mach One® Liquid-Cooled 


e Realistic STA-2080 Stereo Receiver e Realistic STA-2080 Stereo Receiver Speakers 
¢ Two Optimus T-120 Tower Speakers ¢ Two Optimus T-120 Tower Speakers ¢ LAB-2100 Linear Tracking Turntable 
¢ LAB-1500 Linear Tracking Turntable e LAB-440 Direct Drive Turntable with with Dual-Magnet Cartridge 

with Dual-Magnetic Cartridge $49.95 Moving-Magnet Cartridge e SCT-42 Cassette Deck 


8 Tandy Service Moves With You — Company Operated Repair Centres Nationwide 


RECEIVER WITH 7-BAND FREQUENCY EQUALIZER 
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45 WATTS PER CHANNEL, MINIMUM RMS INTO 8 OHMS FROM 20-20,000 Hz, WITH NO MORE THAN 0.05% TOTAL HARMONIC DISTORTION 


999°° 


¢ 21-Segment LED Power Level Meter Displays Output to Speakers 
¢ EQ Bypass Button for Instant Comparison to Flat Response 
¢ 30 Hz “Cut” Pushbutton Reduces Rumble and Low-Frequency Hum 


¢ 5-Segment LED AM/FM Signal Strength Indicator Aids in Tuning 


Realistic STA-790. An exceptional receiver with the power and opera- 
tional flexibility to control a very sophisticated system. With its built-in 
stereo graphic frequency equalizer, you can customize the sound to 
match the acoustics of your listening room—ordinary tone controls 
just can’t compare! Seven slide-action controls boost or cut frequency 
response up to 12 dB at 50 Hz, 150 Hz, 400 Hz, 1 kHz, 2.4 kHz, 6 kHz 
and 15 kHz. Exclusive Auto-Magic fine-tunes and locks-in FM stations 
automatically. High-filter reduces hiss and record scratch. Loudness 
provides full bass response even at low volume levels, and FM muting 
cuts tuning noise between stations. You also get a 40-step volume 
knob with concentric centre-detent balance control, pushbuttons for 
mono/stereo, tape monitor and A/B speaker pairs. Green LED indi- 


ee pik ele orm om 


penn) Crit S: 


cates when FM stations are properly tuned, and ared LED lights when 
you're tuned to FM stereo. Twin protection circuits automatically pro- 
tect the amplifier from speaker overload and overheating. 

PRREUICG oc % 55's oe ES ki tar ae wea wed ot a eae 599.95 












Specifications 
AMPLIFIER. Response: 15-25,000 Hz + 1 dB. S/N: 86 dB phono, 92 dB aux. Phono 
Overload: 140 mV. FM TUNER: Sensitivity (IHF): 1.9 LV (10.8 dBf). Capture Ratio: 
1.5 dB. S/N: 72 dB. Selectivity: 53 dB. Image Rejection: 60 dB. Stereo Harmonic 
Distortion: 0.2%. Separation (at 1 kHz): 48 dB. EXTERNAL CONNECTIONS: AM 
and FM antennas, A/B speaker pairs, headphone, phono, aux, phono and DIN-type 
tape in/out. SIZE: 11.1 x 46 x 26.7cm 
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¢ Realistic STA-790 Receiver With 
Built-in 7-Band Graphic Equalizer 


¢ Two MC-1201 2-Way Speakers 


* LAB-1750 Delt-Drive Turntable 
With Low Mass Magnetic Cartridge 


e Realistic STA-790 Receiver With 
Built-In 7-Band Graphic Equalizer 


e Two MC 1401 Bass Reflex Speakers 
¢ LAB-290 Belt-Drive Turntable 


With $39.95 Moving-Magnet Cartridge 
Realistic— The Famous Brand Sold in 80 Countries Worldwide 


* Realistic STA-790 Receiver With 
Built-in 7-Band Graphic Equalizer 


¢ Two Optimus 30 2-Way Speakers 


¢ LAB-1500 Linear Tracking Turntable 
With Dual-Magnet Cartridge 


BEST BUYS IN AM AND AM/FM POCKET PORTABLES 
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__ One of our slimmest pocket radios, yet has 
great sound. Earphone jack, wrist strap. 
13.5x9.5x2.7cm. Requires four ‘‘AA’’ bat- 
ree 12-173 .......-- 


2» 








Deluxe AM/FM 
Portable Radio 


e Excellent Sensitivity and 
Tonal Quality 


e Side-Mounted Controls for 
Easy One-Hand Operation 


Features two ceramic filters that cut 
signal interference on both AM and FM. 
6.4cm speaker, telescopic FM and built- 
in AM antennas. 11.4x7.3x4.1cm. With 
earphone, wrist strap. Requires 9V 
DAUOTY 12OUe 006s eet ss 24.95 


Low-Cost Pocketable 


AM/FM Radio 


19°° 


¢ Big Easy-Tune Slide-Rule Dial 
¢ IC Design for Superior Sound 


Handy little radio with slide rule tuning, 
side-mounted control. 5.7cm speaker, 
built-in AM and telescopic FM antennas 
in arugged case. 12.5x7.9x4.1cm. With 
earphone for private listening, wrist 
strap. Requires 9V battery. 12-634 19.95 


Our Finest AM/FM 
Pocket Portable 


279° 


¢ High/Low Tone Switch 
¢ Easy Slide-Rule Tuning 
e AFC Prevents FM Drift 


Smart looks and great sound in a radio 
that fits in a coat pocket or purse. Com- 
pact and rugged with stylish aluminum 
trim. 6.4cm speaker, built-in AM and tele- 
scopic FM antennas. 13.3x7.6x3.8cm. 
With earphone, wrist strap. Requires 9V 
Daler. 12-714 «oie ee 27.95 


Slim-Line AM/FM 
With IC Design 


21° 


¢ One-Chip Integrated Circuit 
For Compactness and Reliability 


¢ Rotary Tuning for One-Hand Operation 





This ultra-thin radio is our most ‘“‘pocket- 
able’’ AM/FM of all, yet it delivers excellent 
reception and sound. 5.7cm speaker, teles- 
copic FM and built-in AM antennas. 7.4 x 
14.1 x 2.9cm. With ear-phone and wrist 
strap. Requires 9V battery. 12-715 ..21.95 





Slim-Line | Pocket AM On a Budget Our Famous AM Flavoradios® 


AM Radio 
NEW 


14°5 ges 


Integrated Makes a 
Circuit Cuts Perfect 
Size, Adds “Extra” 
Reliability Portable 


FOR'84 ': TREAMASTIC. oy 1 i 








Each 
InFour (1) 
Delicious 
Piavours Strawberry 
Lemon Blueberry 


Orange 


They slip easily into pocket or purse, or add a splash 


Rotary tuning dial, 6.4cm speaker, | of color when carried by the handy wrist strap. They 
built-in AM antenna. With earphone | make great gifts, so buy enough for all the kids. With 
jack and wrist strap. 10.1x6.4x3.5cm. | earphone. 9.2x7x3.8cm. Require 9V battery. 

eae. 14.95 Peanres 9V Dattiery 12-177....8.88 | 19.466 . csi... 10 


There’s a Tandy Store or Dealer Near You — Wherever You Are 


BIG STEREO PERFORMANCE IN A PERSONAL-SIZE RECEIVER 
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STA-t2 AM/FM STEREO PERSONAL RECEIVER 


Big Stereo Performance in a Personal-Size Receiver 


¢ EQ Button for Deep Bass from our Minimus Speakers 2 49° 5 


e Easy-to-Read Tuning Dial with LED Frequency Pointer 
e Exclusive Auto-Magic® Fine Tunes and Locks-in FM Stations 


Nz 
2-YEAR LIMITED WARRANTY 


Realistic STA-Series Receivers are warranted 
against defects from date of purchase. Within this 
period, we will repair it without charge for parts or 
labour. Simply bring your sales 7 as proof of 
purchase date to any Tandy store. Warranty does 
not cover transportation costs. Nor does it cover 
equipment subjected to misuse or accidental 
damage. This warranty sah you specific legal 
rights and you may also have other rights which 
may vary from state to state. 
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Realistic STA-12. Don’t be fooled by its small size — it’s a solid performer that delivers 
superb stereo sound, yet so small it’s even at home on a desktop! Use the STA-12 to 
power a small system in your flat or office, or a second system for your study or shop. 
Unique rear panel ‘‘BTL’”’ switch boosts output power to 10 watts in mono mode. Ideal for 
use as a space effecient background music system. Separate balance and volume con- 
trols, pushbuttons for EQ and power, func- 
tion switch for FM mono, FM stereo, AM, Specifications 

phono and tape. Auto-Magic® fine-tunes | AMPLIFIER. Response: 40-20,000 Hz +1 
and locks in FM stations automatically, FM | qB. S/N: 70dB phono, 72 dB aux. FM TUNER: 
stereo LED, loudness button for deep bass | Sensitivity (IHF): 7.0 uV (22.3 dBf). Capture 
response at low volume, stereo headphone | Ratio: 3.0 dB. S/N: 60 dB. Selectivity: 55 dB. 
jack. Only Realistic can give so many top | Image Rejection: 38 dB. Stereo Harmonic 


f r in a personal stereo receiver! Distortion. 1.0%. Separation (at 1 kHz): 35 
31-1965 e, = wee 249.95 | dB. SIZE: 6.7 x 26.4.x 17cm. 








SYSTEM 


= 86-249" 


e Realistic STA-12 AM/FM Stereo Personal 


Receiver 


¢ Minimus-3.5 Shelf Speaker System 


With Full-Range 76mm Driver 


Convenient Charge and Lay-By Plans Available at Most Tandy Stores 


SYSTEM SYSTEM 
Reg. S t Reg. Separate 
hens 489.80. 429°° Items 749.75 659° 


¢ Realistic STA-12 AM/FM Stereo 


¢ Realistic STA-12 AM/FM Stereo Personal Receiver 
Personal Receiver ¢ Two Minimus-7 Speaker Systems 
¥ with Die-Cast Metal Enclosures 
¢ Two Minimus 3.5cm Speaker Systems ° LAB 290 Belt Drive Turntable with 
¢ LAB 1750 Belt Drive Turntable with $39.95 Moving-Magnet Cartridge 


Low Mass Magnetic Cartridge ¢ SCP-3 Compact Cassette Player 
11 





BUDGET-PRICED MINI-COMPONENTS re a SPACE 
AM/FM Stereo Tuner and Matching Amplifier Sig pS EES mm 


Laer gcme SN ie ; =a 


DAMES et oe 


| Ly Soe SYSTEM Reg. 

. Sen 269° Separate 
is Items 
299.75 


TRA-102 PLi/MPX AM - PM STRERED TUNER : ab bd Realistic TM-1 02 Mini- Tuner 
——— gona) b> ¢ Realistic SA-10 Micro-Amplifier 


¢ Two Minimus-0.3 Cube Speakers 
in Genuine Oiled Walnut Veneer 


¢ Realistic SCP-3 Compact Stereo 
Cassette Player with Auto-Stop 


VOLUME 
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¢ Perfect First System for Music Lovers 


1 19° 5 : ¢ Use Them Together or With Other Components 4000 Pn she 
me e Attractive Brushed Aluminium Front Panels 419° fea’ 


Realistic TM-102 AM/FM Tuner. Even at this low price, you get phase-locked loop 


circuitry for superb stereo, a ceramic filter to sharpen FM reception and a lighted dial. * Realistic SA-102 Mini-Amplitier 


AM antenna, terminals for external FM antenna. 8.9 x 23.5 x 17. 8cm. ; Fa weit goth 427 
eee me @iaeaspensepese Beer s'e 202 eases @Baomwmesse B.D etewebhe t= @ € Stat @: east @ eet @ Bb ‘Sé f s wo MnuUMUS- “ i ange ah 
31-1964 zi Pivig - eee elee CT Pee ey ® 119.95 Genuine Walnut Veneer Speakers 
Realistic SA-102 Stereo Amplifier. Use with a tuner, tape deck, or phono. Mono/stereo ¢ LAB-1750 Turntable With Low 
button, headphone and tape-out jacks. 8.9 x 23.5x 17.8cm. 31-1963 ......... 119.95 Mass Magnetic Cartridge 
Stereo wecrs Amplifier i ok Conridge Preamp 





OUTPUT 










SA-10 SOLID STATE STEREO AMPLIFIER 
“REALISTIC. 


MIC 
” at PHONO 


STEREO 
PRE-AMPLIFIER R 


42-2101 


POWER SELECTOR MODE TONE i Hm 2 ob 9 VOLUME RIGHT 
On TAPES TUNER STEREO 


eS 6" Ors 


OFF 





8] 5 Inputs for 9 & Matches Low-Output 
649 Ceramic Phono, 49 Magnetic Cartridges to 
Tuner or Tape Deck Any Aux Input 


Lets you enjoy the superior performance of a magnetic cartridge 


Realistic SA-10. Good sound at a bargain price. Stereo/mono but- with amplifiers having only ceramic phono or aux inputs. Wide 
ton, separate right and left channel volume controls, tone control. stereo separation, low distortion, accurate RIAA equalization. 
eee ee TT CTA HN FEE boa cs bb diese ale 5 Wie wale s ewe 69.95 Metal case. 5.5x 15x 10cm. 42-2101 ... 2... cece cccnn 49.95 


12 Tandy Carries a Complete Line of Patch Cords for Your Convenience 


MINI MUSIC SYSTEM — IDEAL FOR ALL YOUNGSTERS 


AM/FM Stereo Cassette With 
Built-In Speakers 


269°° 


¢ Perfect for a Youngster’s Bedroom 
Shelves 


¢ Cassette Pause Control and Tape 
Counter 


¢ Separate Bass and Treble Controls 
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Realistic Clarinette® -66. A big value in a 
small size! ‘“Stacked’’ design looks great and 
fits almost anywhere. Record off-the-air, or 
‘live’ with optional mikes. Features LED 
power-on and FM stereo indicators and heaa- 
phone jack. Expand anytime with external 
speakers and record changer (below). Simu- 
lated wood grain on top and sides. 29 x 34 x 
28.7CM. 13-1214 2... cece ee ee 209.95 








Utility Cabinets for Every Application 
aE Deluxe Glass Lift Top 


¢ Twin Full Length Smoked 
Glass Doors 


e Lift Glass Top 


[A]Protects contents from damage. 
Strong 18mm sides in attractive walnut 
vinyl veneer, with adjustable centre shelf. 
Lift glass top allows vertical access, 
castors for ease of mobility. 53 x 39 x 
96cm. 42-9515 .............. 169.95 


Systems Cabinet 


¢ Designed as a Multi-Use Cabinet 


(B] Features a full length glass door with a 
magnet touch latch. Adjustable centre 
brackets allow you to regulate spacing to 
house particular units. 87 x 38 x 47cm. 

ok Fe a ree a 


Customising Kit. Allows you to use this 
cabinet with the STA-204 system or other 
narrow width units. 42-9513 ......9.95 






Deluxe Cabinet 


e ¥% Length Twin Glass Doors 


[ClExcellent design gives maximum 

Y 5 storage space. Adjustable central shelf 

9°> 99°° 1 29 and metal dividers. Built to last. 52 x 39.5 
x 96cm. 42-9014.............129.95 


Tandy — 10 Years of Value, Service and Reliability 13 


TANDY — A WORLD LEADER IN SPEAKER SALES 


High-Efficiency 3-Way Tower Speaker Mach One® Liquid-Cooled 3-Way Speaker System 
System in Genuine Walnut Veneer Delivers Bass You Can Feel! 
39925 
Each 





Realistic Mach One ‘‘Liquid Cooled’’. One of our most popular speakers ever! 
Powerful 380mm woofer with massive 1kg magnet pumps out huge volumes of air — 
you can feel the bass down to 25 Hz. Sectoral midrange and heavy-duty tweeter 
horns are ferrofluid cooled for increased power handling and improved linear 
response. Up-front treble and midrange controls. Genuine walnut veneer. 

CS) eee eer a aa ae eae eee 


SPECIFICATIONS. Response: 25-20,000 Hz. Power Handling Capacity: 160 watts. Sensitivity: 90 dB 
(SPL at 1 watt/1 meter). Impedance: 8 ohms. Size: 73 x 44.7 x 31cm. 









Realistic Optimus T-120. A remarkable combination of great looks and great sound! 
Vertical design saves floor space, too. Sealed, acoustic-suspension enclosure helps 
produce deep, accurate bass. Dome tweeter is ferrofluid cooled to increase power 
handling capability, and pours out clean, crisp highs. Removable cloth grille allows 
access to variable level controls for midrange and tweeter — use them to adjust 
sound to suit your tastes or listening room acoustics. Hand-oiled walnut veneer and 


















e 250mm Long-Throw Woofers —oundedcorners make it areal eye-catcher. 40-2047..........+000+++- + 299.95 
Available °127mm Midrange Driver SPECIFICATIONS. Response: 50-20,000 Hz. Power Handling Capacity: 80 watts. Sensitivity: 91 dB 
Oct. 30,1983 « 25mm Liquid-Cooled Tweeter (SPL at 1 watt/1 meter). Impedance: 8 ohms. Size: 90 x 31.7 x 29cm 





High-Performance Two-Way Speaker Systems 


[A] Optimus-30 Tuned Port System. Efficient 
bass low-end response. Rugged woofer and 
[D] 64mm-wide dispersion tweeter. 70-watt power 
handling capacity. 58 x 31 x 21.9cm. 
Co» Sn ae ee 159.95 


[BJMC-1401 Bass-Refiex System. Delivers 
powerful bass from low powered amps/ 
receivers. 200mm woofer and 108mm tweeter. 
Tuned-port enclosure. 55-watt power handling 
capacity. 45.7 x 29.2 x 19cm. 

RE £02 9 CEN S CRSA We ee Habe Oa 119.95 


[C]MC-1201 Acoustic Suspension. Features 
64mm extended-range tweeter and 200mm 
bass driver (161 sq cm radiating area). 
Response, 85 to 17,000 Hz. 50-watt power 
handling capacity. 45 x 27 x 19cm. 


[D]MC-600 Bookshelf System. Effective 
enclosure design for wide 100 to 18,000 Hz 
response. 165mm long-throw woofer, and 
64mm tweeter. 40-watt power handling capac- 
oa 95 ity. 34.3 x 22.5 x 13.3cm. 


AON 4O-10TW ro eae ees oaks inde a Pode 69.95 
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14 Bankcard and American Express Honoured at Most Stores 


OUR AMAZING, SPACE-SAVING MINIMUS® SPEAKERS 


Die-Cast Speaker System 
With Polypropylene Woofer 


Available Nov. 30th, 1983 
> ate 
1 2 Each 


Realistic Minimus-12. 
Acoustically aligned for 
detailed sound with 
exceptionally smooth 
bass. Response: 
60-20,000 Hz. Power 
handling capacity: 





50 watts. Spring 

© 127mm Woofer terminals. 26.8 x 17.6 x 
¢ 50mm Horn-Loaded 16cm. 

Cone Tweeter 40-2046 ..... 129.95 


Elegant Walnut Veneer 
Mini-Speaker 


8922 
Each 


¢ 100mm Woofer 


e 25mm Soft-Dome 
Tweeter 


e Removable 
Cloth Grille 





Realistic Minimus-7W. Same design as our 
famous Minimus-7, but with genuine oiled wal- 
nut finish. This incredible little speaker delivers 
full-range sound up to 20,000 Hz. Power han- 
dling capacity: 40 watts. Spring terminals. 
20 x 12.7 x 10cm. 40-2039 89.95 


The Famous Minimus-7 Speaker—Praised by Stereo Review 


eee ag 


*Quotes excerpted with 
permission from STEREO 
REVIEW, Aug. 1979 article “Nine- 
teen Minispeakers’’, ©1979 Ziff-Davis Publishing 
Co. All rights reserved 


Mini-Extension Speakers 





~ Te | 


mh nna ) hive 
95 Was 24.95 in 





eee ANAT ANN AY 
NEW LOW PRICE 2 
IC] Minimus-3. 


(D| Minimus-8. 





3 1 95 
Each '83 Catalogue Each 


127mm driver, walnut vinyl veneer. 
Sa ake 1 GX 1461). 4O-O1S soc ccc dee es canes s 
100mm driver, walnut vinyl veneer. 
ST VK LACT GOR Nes 0b ce Wblnce eee tee 
(E|Minimus-0.5. Metal frame, walnut vinyl veneer, 10 watts. 
16.8x12.4x10.5cm. 40-1995............68. 


Charge It! Bankcard and American Express Honoured at Most Stores 


“The panel found its sense of openness, 
level of definition, reproduction of musical 
detail, and stereo imaging were all quite 
good... power handling above average 
...agood buy.”’* 


7 9 5 ¢ 25mm Soft-Dome Tweeter 


Each e Die-Cast Metal Enclosure 


Realistic Minimus-7. Less than 18cm high, yet 
you get outstanding bass and crystal-clear 
highs in the home, flat, car — anywhere! 
Deluxe crossover for smooth response without 
artificial ‘““‘peaks’’. Hanger slots and recessed 
spring terminal connectors for easy wall 
mounting. Power handling capacity: 40 watts. 
17.9 x 11.3 x 10.9cm 

Black 40-2030/Silver, 40-2034....... 79.95 





Mounting Brackets. 40-2031 ...Pair 21.95 
Super-Tweeter 
Adds Brilliance 
[ives to any Speaker 
System 





<a 


2 Each 
7 watts. 2 95 
At See ET. O19) Benkinic! Exiends 
10 watts. response to 40,000 Hz. 
eee e eens 31.95 Mounts in or outside of en- 


closure. Power capacity, 
50 watts. 40-1310. . 29.95 


¢ Long-Excursion 100mm Woofer 








Great Sound for 
Home or Car 


NEW LOW PRICE 


2 Each 
Was $34.95 in 
1983 Catalogue 


¢ Just 14.3cm High 


¢ Extraordinary 
76mm Speaker 


¢ Removable 
Steel Grille 


Realistic Minimus-3.5. This remarkable little 
performer puts big sound in the smallest 
places! High-density moulded enclosure. 
Spring terminals. 14.3 x 9.2 x 9.2cm. 

GD « 0-5 ca ho aie 800k ea" Oe a aoe 29.95 


Mounting Brackets. 40-1997... .Pair14.95 
Walnut Veneer Cube Speakers 


bard 











95 


Each 


Each 
[A)Minimus-0.3. Great as extensions for per- 
sonal stereos. 76mm driver. 7 watts. 10x10x 


3 


IA| 1 


SE AO TIO os aw wale o 0's ence 19.95 
({B| Minimus-17. Sealed walnut veneer enclo- 
sure with an amazing 127mm full-range driver. 
Wire mesh grille. 15 watts. 16.5x16.5x15.2cm. 
“te. MURA er Re icy 36.95 










5-Year Limited Warranty 


Realistic MC Series, Nova, Minimus, 
Optimus and Mach One speaker sys- 
tems are warranted against defects for 
five years from the date of purchase. 
Within this period Tandy will repair the 
equipment without charge for parts and 
<> labour. Simply bring your sales slip as 
proof of purchase date to your. Tandy 
store. Warranty does not cover trans- 
portation costs nor does it cover equip- 
ment subjected to misuse or accidental 
damage. This warranty gives you speci- 
fic legal rights and you may also have 
other rights which may vary from state 
to state. 
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UPGRADE WITH TWEETERS & MIDRANGE SPEAKERS 


Leaf Tweeter for Superb Highs | Wide-Dispersion Dome Tweeters for Smooth, Accurate Sound 


STILL AT 
1983 
CAT. PRICE 







[C] 


16°: 









iia . 





* 


16°* 
ne Dome Mylar Dome 


e Ultra-Wide 5-50 kHz Frequency Range Se 
ate 
* 30 Watts Power Handling Capacity ead des: 


A] 
1 49 eee 




















Advanced design for exceptionally detailed These lightweight tweeters react quickly to input Power Fred SPL 

high frequencies to an incredible 50,000 Hz! for excellent transient response. Their smooth, Fig.| Size | Nom/Max | Range | 1W/1M 

Wide dispersion characteristics provide brilliant “natural” sound character is further enhanced by (mm) | (watts) (kHz) (dB) 

sound throughout the listening area. SPL: 91 dB exceptional pict ate ah qualities. Meee in turn A] 19 sre - 4 17 40-1978 14.95 

1W/1M). 269q maanet. 8 ohms. gives you detailed stereo imaging without narrow B | 25 / : 1 122 |40-1374| 16.95 

nice. Sr Le I ete 26.95 | “beaming” effect. 8 ohms. a 
Midrange Speakers Solid-State Piezo Tweeters for High-Output Applications 


a ~ 


STILLAT| © Easy Parallel Hookup— 
1983 No Crossover Required 


CAT.PRICE) | Virtually Burnout-Proof 










"i Improve the sound of your present speaker sys- 

tem with crisp, clean highs and superior sound 

(B) nN fidelity. These high-performance tweeters employ 
STILL AT a ceramic driver element in place of a voice coll 
1983 oa" and magnet for lower mass and increased effi- 


CAT. PRICE 





ciency. This improves transient response so you 
hear clearer highs with a minimum of “ringing’: 
8 ohms. 


Power PL 
Fig Description Nom/Max No 
(watts) . 


'B| CAT. PRICE 


(A) 76mm Dynamic Midrange/Tweeter. Add to any 
woofer for a 2-way system with great mids and 
highs. 30 watts. Response: 700-20,000 Hz. SPL: 
89 dB (1W/1M). 81g magnet. 8 ohms. 

oe eee errr rr or 16.95 


) 
'B) Wide-Dispersion Soft-Dome Midrange. 70 40-1379 [24.95 





watts. Response: 1500-10,000 Hz. SPL: 86 dB ey 30/78 pare 21.95 
1 1 
eg er mrercr mene tli ey 24.95 40/75 33 _| 40-1383] 9.98 
Dynamic Tweeter Horns Dynamic Cone Drivers . _ Dynamic Protectors 
NEW LOW PRICE . 
1983 Catalogue For 99> . 
Tweeters Pair 





Protects tweeter from overload. 
Increases power rating. Virtually 
inaudible operation. For two or 
three-way systems. Easy hookup. 





i ae 


(B) 


By Ferrofluid-Cooled oor” «£0404 ee ae Pair 9.95 
1 2° > 2 1 95 44mm Tweeter 100mm Midrange 
CAT. PRICE 
_ @95 a 
These quality horns deliver wide, controlled sound \Al G ‘B) 1 95 


Enjoy extended high and mid-frequency re- 
sponse with these affordably priced cone drivers. 
8 ohms. 


Speaker Enclosure 
Construction Manual 


Everything You 595 


dispersion patterns. Ideal for use where high pene- 
tration levels are desired. Dynamic elements pro- 
vide life-like reproduction of percussive and brass 
instruments. 8 ohms. 


Eff 
Eff SPL |Magnet 
Power SPL |Magnet F Freq. g Cat 
ig.| Descrip. |Nom/Max He) a. 1W/1M} Wt ie Each (Hz) Range 1W/iM| Wt No. [Each 
(watts) kHz) | (28) | (g) (watts) (kHz) | (db) | (9) 
A \64mm Radial} 20/50 {2500} 6-16 98 78 |40-1278)12.95 A 20/50 | 1700 5-20 91 58 40-1270] 9.95 
B 150x 152mm} 12/30 |1500| 5-17 96 78 |40-1228121.95 B 20/50 550 | 1.5-11 92 78 40-1282 |16.95 


16 Prices Apply at Tandy Stores and Participating Dealers 


Need to Know 

















Power 


ma 


Chapters on how speakers 
work, closed-box and tuned- 
port designs, PA, testing, 
more. 62-2309 ...... 5.95 






SPEAKERS FOR CUSTOM SYSTEMS & REPLACEMENT 


Long-Throw 100mm and 165mm 200mm & 254mm Foam-Surround 200mm Polypropylene Woofer 
Woofers for Car or Home Woofers for Extended Lows 

















“41795 26%) 345-3985 


Long-throw design allows maximum cone move- | These speakers deliver clean, “gutsy” bass. High- . 
ment to produce solid bass from a compact | temperature voice coils for reliability. Mounting gas- | Light, rigid cone is designed to deliver exceptional 
speaker. Colour-coded terminals. 8 ohms. kets included. 8 ohms. low-frequency smoothness. 8 ohms. 


te Effect. Effect. 
Power |e | POWEr! Ereg. | Fo Vas|qoets.| Mag.) cat ‘i Freq. Cat. 
Qts Wii rng Fach Fig.| Size} Cap. : Qts 3 1W/1M| Wt. Qts 3) Wii ny 
aa vat ae | look | mm watts} ay [| {| cae) | (od | NO wats) rane a) gj} “° 
10 50 55 .23| 84 40-1022] 17.95 43-3000} 43 82 40-1006 }34.95 30-3000 | 30 40-1021 \34.95 
81193] 30. |ge-co00 ETE eRe 26. | [8 [oee| 50 |aosooo| 40 | 33 |-t0| or | 258 [aotaa aa [w|i eee w fo 


200mm Full-Range Speakers Multi-Use Wide-Range Speakers 
NEW LOW PRICES 















NEW LOW PRICE 





Use these great-sounding speakers as ex- 
tensions, replacements, in custom-built sys- 
tems, ceiling installations, and more! Smooth 
response from solid lows through the impor- 
tant midrange frequencies, to extended 
highs. 8 ohms. 





995 Was $10.95 in 2 495 NEW LOW PRICE 
1983 Catalogue 

Perfect for sound reinforcement or background 

music systems. Use for clubs, schools, offices, rec 


room, and other sie saa 8 ohms. 
6 Re ee va wae Cat. ‘ 
ize roe ax 1W/1M ach 
(watts) a2) rane (dB) o) No. 
150 


— oe 


Enjoy clarity and wide-range sound reproduc- 
tion with these value-priced little speakers. 

Designed for use as replacements in portable 
tape recorders, radios, CBs, telephone ampli- 
fiers, and more. 8 ohms. 



































Power Res. — net 
Size ates Ma ™ Cat. a = ron Nom/Max | Free, fe, Cat oe 
(mm) (watts) | (Hz) : 
(watts) @ Was | Price oo 
93 | 266 76 2.0 40-248 | 4.99| 3.99 152 2/5 | 90Hz | 90-12K 40-1242 | 9.95 
57 0.5 39 40-246 | 3.99! 2.99 152 w/ 
453 50 0.5 9.9 40-245 | 3.99| 2.99 Whizzer | 7/20 |55Hz|55-12K| 277 | 40-1285 | 19.95 





Universal Two-Way Crossover Universal Three-Way Crossover 


19°° 29°° 


Choice of three Four combinations: 800/ 
crossover points: 5000 Hz, 800.7000 Hz, 
2000 Hz, 2500 Hz or 1600/5000 Hz, 1600/7000 
4000 Hz. Cut-off rate: Hz. Cut-off rate: 6 dB per 
6dB per octave. 100 octave. 100 watts. 

watts. 40-1296 ..19.95 40-1299.......... 29.95 


Custom Speaker L-Pad Speaker Level Control | Acoustic Insulation 


Terminal Plates 
¢ Spring Jacks g°> 
3° e Phono or %4” 


Phone Jack Handles Up to 75 Watts 








For Custom 6° 


Builders 





Recessed design lets you put enclosure near wall. | Use to control tweeter or 

Centered RCA-type phono jack with plug to main- | midrange output to match — 
tain acoustic “seal”. 274-625 ........... 3.59 | woofer output. Or control Fibreglass. For damping ~~ 

As above, but with 1/4” phone jackinsteadof phono | volume of any 8-ohm speaker enclosures. 

jack. With seal plug. 274-624 ........... 3.59 | speaker. 40-977 .... 9.95 -84sq.m. 42-1082 ...6.95 


Buy Now, Pay Later — Bankcard and American Express Welcomed at Most Stores 17 


REALISTIC® HI-TECH LINEAR TRACKING TURNTABLES 


Top-of-the-Line! Direct-Drive 
With Built-in Microprocessor 


399° 
FOR 84 


Available Dec. 15, 1983 


¢ Plays Discs the Same Way 
They Were Originally Cut 


¢ Logic-Controlled Tonearm for 
Absolute Zero Tracking Error 


e 2-Speed Bidirectional “Search” 
Pushbuttons Control Tonearm 


¢ Countersunk Neon Stroboscope 
With Accurate Pitch Control 


e Convenient Front-Access Controls 


e LED Indicators for Disc Size, 
Speed, Repeat and Power-On 


¢ Clean, Low-Profile Styling 


Realistic LAB-2100. Our finest turntable ever! Built-in computer circuitry monitors and adjusts the 
straight-line, low-mass tonearm, keeping the stylus at the correct angle to the groove at all times. You 
get perfect tracking at every point on the disc, from beginning to end—which means superior sound 


; ; , Includes Realistic/ 
and preservation of your valuable records. Soft-touch pushbuttons provide complete fingertip control. Audio Technica 
Press the play/cut button for fully automatic operation, or use the cue and forward/backward buttons to Dual-Magnet 


maneuver the arm to any point on the record. With the LAB-2100, you never have to touch the tonearm. Cartridge 
Repeat button with LED lets you continuously replay one side of a record. Rumble: — 75 dB. Wow and 
flutter: less than 0.025%. 11.4x 34.9x 38.1cm. 42-2911 ............. . . 399.95 










Belt-Drive Automatic With Cover-Mounted 
Tonearm and Programmable Repeat 


LER MING hi | | fi 
i —_ = NEW 2 95 
; . =——_—nw | FOR'84 
Mf Hi Ay! - _ 
| 0 HH i ene q % 
eS 





Available Oct. 30, 1983 


¢ Non-Contact, Photo-Sensing Size Finder 
Automatically Detects Size of Disc 


¢ Repeat One Side of a Record—Or Your 
Favourite Cuts—Up to 16 Times 


4 Pon, 
ee * aes 
goo bad 
pe ual J ¥ * eet 
poirot a - 


” \ —— d “| “ "anal 
: includes Realistic/ 
Ce Audio Technica 
! Dual-Magnet 





Cartridge 
Realistic LAB-1500. The latest in audio technology! Logic-controlled linear tracking dupli- 


cates the path of the cutting lathe which ‘‘mastered” the record. Distortion is reduced to the == 
vanishing point, giving you the excellent sound reproduction audiophiles demand. “Search 





pushbuttons let you move the tonearm forward or backward to any point on the record. Sleek, i, 
space-efficient styling. LED repeat indicator. Rumble: — 70 dB. Wow and flutter: 0.045%. 
Bee ae Ke. (CIN. GaP EOD hse 's dco cg oie Gaede vole wba be 6 He kd Bina c0 Wale 0 0s cal 


You Never Have to Touch the Tonearm! 


18 All Realistic Turntables Include Base, Dust Cover and Cartridge—No Extras to Buy 


FEATURE PACKED — PRECISION TURNTABLES 


Fully Automatic Direct-Drive 
With Selectable Repeating Play 


369” 


¢ Convenient Front-Access Controls 

¢ Built-In Strobe with Neon Lamp e Pitch Control 

¢ Straight-Line Tonearm for Excellent Tracking 

¢ Adjustable Tracking and 
Anti-Skate Controls 







Realistic LAB-440. Features include re- 
peat button for continuous replay of one 
record, damped cue/pause lever, auto- 
start, auto arm-return and shutoff. Rum- 


ble: — 70 dB. Wow and flutter: less than Scat te 
0.035%. 13 x 42 x 37cm. Moving-Magnet 
TE Ne Ugg eae kale lus ... 179.95 Cartridge 





Precision Belt-Drive Automatic Offers 
Quiet, Dependable Operation 


269°° 


¢ Straight-Line Tonearm Design for 
Low Distortion and Exceptional Tracking 


¢ Powerful, Constant-Speed DC Servomotor 
¢ Damped Cue/Pause Lever 
¢ Anti-Skate Control 


Realistic LAB-290. Belt drive absorbs vi- 
brations, so you hear only the music. Ad- 
justable tracking minimizes record wear. 





Auto arm-return and shut-off. Rumble: ee 
~70 dB. Wow and flutter: less than avina Megret 
0.05%. 13 x 42 x 37cm. Cartridge 
es sg cig ela ke mare a 269.95 


Budget Priced Belt Drive Automatic 
Turntable, Quality Features 


179° 


e Belt Drive for Minimum Rumble 

e Convenient Front Mounted Controls 
e Dampened Cue/Pause Level 

e Anti Skate Control 





Realistic LAB-1750. Automatic, belt-driven turntable offer- = ee ony \ 
ing the fine features found only in high-tech, highly priced 3 ; : 
units. Incorporating straightline tone arm with adjustable 
counterweight and low mass cartridge that lightly tracks the 
platter groove. Rumble: — 35 dB. Wow and Flutter: Less 
than 0.04%. 12.2x 41.9x37.3cm. 42-9596. ......179.95 


Turntables on These Two Pages Have 331/3 and 45 RPM Speeds—45 RPM Adapter Included 19 





RECORD CARE AND CLEANING ACCESSORIES 


Revolutionary Silicone Roller Disc Cleaner 


eed 


Available Nov. 15, 1983 


14°° 


Provides Years 
Of Effective 
Cleaning Action 


~FMEMLISEIC.” sove-cecum 





The silicone rolling cleaner’s positive lifting-action removes dust and dirt 
from record grooves and leaves absolutely no residue. Roller cleans easily 
with water. Moulded handle. 42-201 .. 1.1... cee c cece cence scons 14.95 


Hydro-Stor Cleaning Cylinder System 





a N Teen tAlD «sel wip at 





Pl nA apie Pat elie t et rd BS eet Pa SS tm 


oe ie 


Stylus Cleaner 


295 


Includes 
tana Lint-Lift 
Brush 


Velvet-covered cleaner helps protect your 
records. With fluid. Wood handle. 
WRITE co iin cc iceess 


Anti-Static Fluid 


29° 


Controlled 
Flow Tip 


Cleans records and |e». 
styli. Usable with all fine 
cleaners. 118g. 

Q2-105 ©... 4. 2.95 


REMOVES NarMful queen” 
particles from stylus. 
42-1074 ..... 2.95 Rae: 


Easy-to-Use Cleaner | Foam Phono Cushions 






295 


The lowest cost way to protect and 
prolong record and stylus life. 
42-135 3.95 


3° 


30.5cem 
diameter. 42-361 ......... 2.95 


Anti-resonant support. 





Lightweight housing 
fits most straight-line 
tonearms. Mtg. hara- 
ware. 42-2699 .9.95 








Anti-Static Carbon Fiber Record Brush 
With Velvet Handle 








ee 
. cIBER BRUST 
i hae 


tans 


ee 





Was $10.95 in 
1983 Catalogue 


NEW LOW PRICE 9° 5 


Removes surface dust the professional way—over one million static-cutting 
fibers thoroughly deep-clean your discs for prolonged record and stylus life 
ee a a es eo a i ee ee 9.95 


Wet-or-Dry Cleaner 





Velvet-covered ionizer/cleaner removes dust 
and dirt, fights static. 42-130 ........ 6.95 


6° 


Replacement Head 
Shell 


FS) ges 


Low Mass 


Glass Fibre 
Head Shell 


eeeeeee 
seseeces Ge 


aeaeeee8 
e*¢eee8% 


s 
| 
2 
- 3 
is 
7 
* 






Fits most S-shaped 
tonearms. With mtg. 
hardware. 

42-2752 ..... 5.95 


Clip-On Disc Brush Turntable Mat 
[2] gos 


AS LOW AS 1 19 


Fits onto tonearm, cleans 
records as they play. 


‘ 


e Anti-Static 
e Anti-Resonant 


42-1073 .-........ 1.19 Carbon/impregnated foam cuts 
Arm Lift Brush. ‘crackle and pop”’. 
ROTOIE ok cc caien Nowe 1 ADSES . gcc ke iw cece 9.95 


20 ee Prices Apply at Tandy Stores and Participating Dealers 


REALISTIC/SHURE MOVING-MAGNET CARTRIDGES 


Discover the Accuracy of Our Realistic/Shure RXT4 


79°° 


Our best in every way! Use with any turntable capable of tracking at 1'/2 grams or less. Telescoping stylus 
for unmatched trackability at an ultra-light 9/4-1'/2 grams—even on the new super discs. Lowest distortion 
elliptical stylus (5 x 18 microns). Super-flat frequency response: 20-20,000 Hz. Wide stereo separation: at 
least 25 dB at 1 KHz. Carbon fibers neutralize static charges. Side-Guard automatically deflects stylus to 
prevent damage. With easy-mount installation kit, screwdriver and stylus cleaning brush. Upgrade the 





Dynamic Stabilizer With Viscous Damping Assures 
Outstanding Sound—Even on Warped Records 


sound of your system with this high-quality cartridge! 42-2773 .......... 0.0... cece eee 79.95 
Hi-Value Wide Dynamic NEW) Ultra-Light 
Hi-Fi - Range —— Tracking 





Realistic/Shure R25XT 


21°° 


Replaces R25, ™ 
Shure M71, 
M75ECS 





a 


series. , 
R3X 42-2780 .21.95 R5X 


Budget 
Cartridge 
19° QLM30 

MK III 
Diamond conical stylus. 20-20,000 Hz 
response. Tracks 3.5g. mde 





adapter. 42-2772 ........... 1 
Plug-in INEW 


Cartridge ~— 
395 roses ml 


Tracks at 1-1.5g for linear tracking 
turntables. Elliptical stylus. 15-25,000 
Hz response. 42-2775........ 39.95 


ATN-771E 
Stylus 


14°° 


For Audio-Technica AT-70, AT-71, AT- 
71E. Tracks 1 2-2/g. 42-2774 .. 14.95 


RT1500 
Stylus 
29°° Ney 


For RX 1500; AT102P. AT102/112/ 
112EP. Tracks 1-1.5g. 


42-2776 
RSK8C 
Diamond 


14°° 


For QLM30 and ADC K 
series. Conical. 
GIT? s xowenlcux 14.95 















Elliptical diamond sty- 
lus for lower distortion 
(10x18 microns). 20- 
20,000 Hz response. 
Tracks at 2.5-3.5 


42-2777 ..... 29.95 
Elliptical Diamond Styli for Realistic/Shure Cartridges 
39° 


Replaces 
R1000, Shure 
M90, M75 T-2 
series. 

42-2783 . 39.95 







Everything in Hi-Fi is at Tandy Electronics 


Realistic/Shure R47XT 42-2778 


29° gah 34% 


Replaces R47, Replaces R27, 
Shure M70, Shure M73/ 
M75 series. _ 75E series. 


42-2781. 29.95 R6X 42-2782 .34.95 R8X 





Features of R25XT, 


plus high trackability 


from 1.75-2.25 grams. 49° — 


20 dB channel separa- 





tion. Elliptical diamond. 
9.9 


Smooth 20-20,000 Hz 
* response for high- 
definition. Tracks at 
1-1.5 grams. Elliptical 
diamond stylus. 


Realistic/Shure R1000X 42-2779 ..... 49.95 
Realistic/Shure Elliptical Stylus 


59° 


Replaces RXT4 and Shure 
M97ED cartridges. With 
damped dynamic stabi- 
lizer. 42-8162 ....59.95 








i) REALISTIC fe § 


Replacement Diamond Styli 


Renew or upgrade your present stylus — don’t let a worn stylus damage your records! All styli are shadow- 
graphed for uniform quality and respo, so you’re sure of getting only the best from a Realistic stylus! 


Manufacturers’ Goldring 
Cat.No. Cartridge or Stylus No. Stulus No. Price 

















AKAI 
42o8i6|Pc-90 | 8G] 16.95 
AUDIO-TECHNICA 
42-9572 | VM8-7D 197 16.95 
42-9816 | AT-3711 816 16.95 
42-9910 | ATN-3401 910 19.95 
42-9508 | ATN-3600 1008 19.95 





TC8H, TC8M 
ST3, ST4 
ST12, ST14, ST15 


T10 
ST16, ST17 











COLUMBIA 
9 M- 748 16.95 
i27es | SINGS 
EXCEL/GOLDRING 














GARRARD 

BOS[ KOA SC«dYSCSC*«w 
JVC 

42-9623 | DTZ1S 622 16.95 

42-9789 | DT-36 789 16.95 
NATIONAL/TECHNICS 

42-9617 | EPS270ED 616E 24.95 

42-9978 | EPS-25ED 978 24.95 

42-9611 | PNI2, PNI10 ns ae 


42-9627 | SN37, SV37 574SR 16.95 
42-9748 | SV44 748 16.95 















' . 


— The Nationwide Supermarket of Sound 












42-9615 
42-9910 
42-9565 
42-9684 
42-9794 


42-9609 | N75/6/Type 2 414 16.95 
42-9586 | N-91ED 186 24.95 
42-9640 | N55/E 425E 24.95 


SONOTONE 


42-9115 
aos [NSS —S—C«dYCtC=‘iaOSSC*dYSC«* 


42-9549 | C-2 464/2 


TOSHIBA 
42-9786 | C-280M 786 16.95 
5180 
BS Cre Pe ae 
Special Ordering System 


We can supply you with almost any cartridge or replacement stylus. 


lf your particular stylus is not listed above and you are having difficulty in 
locating or even identifying it, come in and see our knowledgeable store 
managers. With this new system we can order in for you any stylus or car- 
tridge available in Australia. 


Reser . 
& Web 
- . i 
iJ 
» eo 
2 P < , 
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10-BAND, WIDE-RANGE FREQUENCY EQUALIZER 





FRA LISTIC. Wok RANGE STEREO RREGUENCY BOUNCE ae = ies eked EGTAC 9 
nab FF Sec ecentncr nesses an tacictireer nite 8 prareoeseae NRE SAN ee va PS geen eer win : ne @ ws ~* j 
ates Butte 2A BS Ta = BOOEE MENS CMs 4A Rote Weartets is 
Pa ad 4a aa 2 + +A > an ~~ 4 . 2 
8 r 2 


Bite Sr NUE De Aero ts eae eee kainate a ot ee Sa 
a 5 - 





Audio ‘‘magic’’! Use our high-perfor- 
mance graphic equalizer to tailor the 
response of your stereo system to 
match the acoustics of any room... 
highlight a vocalist . . . add ‘‘punch”’ to 
— = certain instruments . .. even minimize 
tape hiss, record scratches and turn- 
table rumble! Features twenty boost/cut 
slide controls with detented flat posi- 
tions. EQ record switch, tape monitor 
and tape-in-out jacks, bypass button. 

31-2000 ..... Vane ivanas 279.95 








Specifications: Frequency Bands (Each Channel): 31, 62, 
125, 250, 500, 1000, 2000, 4000, 8000 and 16,000 Hz Fre- 
quency Response (Flat Setting): 5 to 50,000 Hz + 0.5 dB, 
— 1.0dB. Tone Control Range: + 12 DB. Harmonic Distor- 
tion: 0.02% at 0.775-volt output. Hum and Noise: — 80 dB 
(0.775-volt output): Size: 12.1 x 42.5 x 26cm 





Zero-Gain Level Controls With 
Six LED Indicators for Easy, 
Exact Level-Matching 










Five-Band Stereo es cee raha A tremendous value — it's like | Stereo Tape Control Centre 
adding ten full-range tone controls 3 495 


to your system! Five slide-action 








ae : ne ia controls for each channel let you 
. : cote Ba boost or cut frequency response Monitor, 
| * up to 12 dB in bands centered at Record and Dub 
: 60, 240, 1000, 3500 and 10,000 | |=, As adie tony } with up to Three 
‘ | Hz. Featurs a tape pespenes button, — eyes Tape Decks 
pees | bypass button for comparing “ ” 
0 a nee Eliminates the hassle of patchcord “‘swapping’’. 
O pelsseteaneyre dicta Seep nl ye This compact component can also be used to 
: , Wh Sehaporlin Salo i nium front | SWitch equalizers, noise reducers, time delay 
— : ana ny a 18 oom devices and more. Connects to system's tape 
1983 1 29°° 91.1988 calm 429.95 | Monitor jacks. Moulded case. 5.7 x 15.9x 12.1¢m. 
CAT. PRICE oe oe tee se ee) . Mette . ee eee Uebes aks . 34,95 
a) Lugsto-Lug Cables Convenient Mono Volume Stereo Volume Speaker Selector Switch 
for i uelasae Stereo Speaker Controls Control Handles Four Speakers NEW LOW PRICE 
et —) Switch Box ani ae §°° tone Csiabioue 





an Low As ; 
Controls two pairs of stereo 

<a speakers. Select pair one, 
pair two or both. Non-shorting 


switch is enclosed in metal 


















Pin Connectors 


: ‘ ’ wf case with pre-drilled tabs. 
meee * : , sit AT 995 595 Mounting hardware included. 
ROTO ocak ces eee 8.95 
P - _Ealour-Coded " Handles Up to 1 g°5 om cs 
Six Speakers 75-Watt = 25.Watt 
extension or main nn and outdoor speakers from a cts ae ae ald if i 
| — central location. Select simul- | Monophonic speaker. Easy to t Fits in STILL AT 
: taneous or individual use of | Mount in wall or speaker | Control volume of two 8-ohm i ey Standard 395 1983 
42-2451] 6.99 three pairs of stereo speakers. | enclosure. With complete in- speakers. Easy to install — fits i ' Wall-Box CAT. PRICE 
42-2446| 3.49| | Rated 10 watts rms. Sturdy | Structions. standard electrical wall-box or 
42-2447| 2.49 moulded case. 5.4 x 15.2 x | 25-watt.40-980........ 5.95 cut-out. With instructions. Hook up stereo speakers anywhere. Includes 
8.3cm. 40-125 ........ 19.95 | 75-watt.40-977........ 9.95 | 75-watt.40-978....... 16.95 two phono plugs. 40-981............. 3.95 
Speaker Grilles Plug-to-Lug Cables Phono Plug Cables Speaker Cable with 


























Low ES ern 
| 379 Low INEW 99 >in 
<< ~S ” As FOR'84 ae 
*» [Metre] Gauge | Cat.No. |Each 3°° 18-gauge copper cable, tinn- a 
RCA-Type 7.3 42-2450 | 4.49 ed pins, colour-coded, moul- <a 
3.7 42-2449 | 3.79 ded finger grips. 7.3 metres ' 
Phono Plug jong. 42-2465 .......: 6.99 
ee gore t Lee Phgs Put Speakers er rs air aie eel le 1 aga 
oo a tEach Anywhere! 
= Mini PI Lua Cabl ’ Metal Wall Brackets  =_ 2°" Supports 
Al ini Pilug-to-Lug Cabie He Up to 23kg 
- Colour-fast fabric grilles resist Pitti, a4 Gauge LOW 95 : 
Sagging, shrinking, fading. va 15.2m | Brown 18 42-2480 | 12.95 Pair Re pe 
- Acoustically transparent. - +5) 7.3m | Brown | 18 | 42-2478 | 8.99 PRICE fee encenseenteerrorere a 
Ale ng Brown matches |™ 1/8” Mini Phone si 42-2392 a cant Ege 
: pee _ alogue an 
(40-1936............- 12.95 ane Now you oon eacily wall-mount speakers, yet keep the 
a % rackets hidden from view. With screws for hardw 
2.95 par | 2 piste [seo 3.7m | White Soe mounting of two speakers. 40-150 ........... Pair/4.95 





Tandy — The Nationwide Supermarket of Sound 


QUALITY AUDIO CABLES, CONNECTORS, ADAPTERS 





> 16% 


MF-200. Maximum fidelity, mini- 
mum loss—our best! 1m stereo 
cable with two low-capacitance, 
plated plugs at each end. 
Approved for video! 

42-2601 









Get Better 
Reception! 





Superior to built-in and line-cord 
antennas. Lugs for easy hookup 
to receiver's 300-ohm antenna 


headphone jack. 
terminals. 42-2385 ..... 3.99 


Gold- Plated Patch, Stereo Patch Cords 
: ~<a - Cords oe a — —— 





9icm| 42-2351 4.49 
183cm | 42-2352 5.99 





Six-foot cable. 1/4” stereo plug 
at one end, two phono plugs at 
the other. Lets you record from 


a Sd SR a ee rere 


plugs. 1m long. 
WMA eo ecad 4.99 
-- ++ 6.99" NEWI2m. 42-2481.......... 5.49 





Patch Cables 


9) Low As » 








ht43, 599 
For adding tape decks, equaliz- 
ers to your system. 4 phono 





plugs at each end. 1m long. 
GRRE OS ki se eae se v6 eke pees 7.99 
NEW! 2m. 42-2355......... 11.95 | 42-2309 
Stereo Y-Adapter 






STILL AT|__.=8 
1983 | = 
CAT. PRICE} 


Low As 


Connect portables to record 


from or play through a home hi- 
fi. 1/28” stereo plug to two phono 















Cables With Phono Connectors| Cables With 1/4” Phone Plugs 


‘iia ccnne Yagi? 
en? ee low 
filing 229 


0 ae ae ane OO RES Bacal Bi 


Shielded to Prevent “Hum” Pickup 
1 | Phono Jack to Phono Jack 42-2358 


Phono Plug to Phono Jack 42-2361 
Phono Plug to Phono Jack 42-2362 
Phono Plug to Phono Jack 42-2363 
Phono Plug to Phono Plug 42-2365 


366 
46 ; 
Phono Plug to Phono Plug 91 42-2366 2.69 
: Phono Plug to Phono Plug pe 42-2367 = 
Phono Plug to Phono Plug 42-2368 


Phono Plug to Stripped, Tinned Wire 91 42-2370 
Phono Plug to Stripped, Tinned Wire = 42-2371 7 on 
42-2372 3.79 


Phono Plug to Stripped, Tinned Wire 

5-Pin European 
Type Y-Adapter 
Use to adapt DIN or hischman 
sockets to standard U.S. 
phono plugs and cables. In- 
cludes 15cm cable with 5-pin 
socket to 4 phono jacks. 
WA-2OO4 cic ceeccaus 6.99 


Mike Cable and Y-Adapter. 
pa * BS 


1. 7.6m Shielded Mike Extension Cord. 14" jack at one end, 1%” 












































PROMO OUI ATOM Ar C2eSEe vee ck kde ce meee derek en 6.99 
2. Y-Adapter. New Low Price! Plugs one mike into both channels 
of astereo recorder. Y4” phono plugs. 42-2156 .......... 4.99 


8° sain Guitar co 6°? 








1. 1 metre-long, retracted. Extends to 4.5 metres. Streight Ya" 
phono plug to 90° phono plug at other end. 

Deeg ae HERE EER RESET RS Re neg EP AREER nse e nes 8.99 
2. 1 metre-long, retracted. Extends to 3.6 metres. Rightangle (90°) 
V4" phono plugs at each end. 

COTS CLAS LC Oe eG ROMER Sew AGe Ses Uwe wane 6.99 





lip 1 i 


Low As 


3° 


ieee 


[Description In. [Gat. No. | Each 

ot Plug to Phono Jack 183 |42-2377 | 3.49 
: Phone Plug to Inline Jack 366 /42-2378 | 5.99 
3  |Phone Plug to Phone Plug 183 |42-2381 4.49 
: Phono Plug to Phone Plug 183 |42-2373 

90° Phono Plug to Phone Plug | 183 |42-2440 : rt 
; Mini Plug to Phone Plug 183 |42-2433 3.79 


5-Din Plug to 
4 Phono Plugs 






Incorporates playback and re- 
_ cording facilities in one conve- 

nient plug. 

BEWOAE os vaiee cease 7.99 











1. Two RCA type phono plugs connected to one phono jack with 
10cm shielded cables. 42-2435 .........0c cece eees 3.79 


2. One phono plug connected to two phono jacks with 7.6cm 
Srieicied Cables €2-249G cece chs hence wecubeaess 3.79 


3. Two phono plugs connected to one phono plug with 10cm 
shielded cables. 42-2438 ....... cece ween nee e en nnees 2.99 


More Audio Adapters on Page 96 


Audio Cable Set 
—— ~——z- 


ee a cae 


Shielded to prevent 
pickup and signal loss. RCA- 
type phono plugs at each end. 
SAD Set, 5.99 


1/3" Dubbing Cord |1/s” to Phono Plug 





1.8metre resistor cable with 1/s” Cable 
phone plugs at each end. Dub 
from a recorder’s earphone jack 
to mike-input jack of a second 
recorder. 42-2152 












DIN Patch Cord 


7° 









e 9icm pone 
e Set of Four 
“hum” 





1.8-metre shielded cable with 
5-pin DIN male connectors 
on each end. Designed for use 
with European-type hi-fi equip- 
ment. 42-2151 ......... 7.99 






= Cord 






3°9 






oes sate ere 





Ba oe 





1.8 metre 






3°° 


1/8" plug at one end, phono plug 
at other. Dub from tape-out jack 
to a recorder’s mike input. 

42-2461 3 


Cables With '/s” Mini Plugs 
igi Tecan 
a 







Sigtes Oe 3.99 












Low 
As 






183cm 
Shielded 


ag MMH “Cables 


Mini Phone Plug to Mini Phone Plug | 42-2420 3.29 
Mini Phone Plug to Mini Phono Jack | 42-2472 3.99 
Mini Phone Plug to Phono Plug 42-2444 3.49 


4 | Mini Phone Plug to Alligator Clips 42-2421 "4 = 
5 | Mini Phone Plug to Stripped Ends 42-2434 
6 | Mini Phone Plug to Stereo Phone Plug | 42-2157 ; 7 


= 5-Pin DIN to 2 
- Miniature Phono Plugs 




















5 Converts 5-Pin DIN stereo 


* wt, 
CAS “<a plug to 1/8” miniature phono 


plugs. Includes 76cm cable. 








nest... 5.99 

Assorted Se ay 
Y-Adaptes = 
eo pean — 


1. Flexible Y-Adapter. 2 RCA. -type phono plugs connected to one 
1/e” mini phone plug with 23cm shielded cables. 42-2153 . . .2.99 


2. Flexible Y-Adapter. 2 RCA-type phono jacks soanettue to one 
1/3” mini phone plug with 23cm shielded cables. 42-2154 . . .3.29 


3. Flexible Y-Adapter. 2 RCA-type phono jacks connected to one 
1/4” phone plug with 15cm shielded cables. 42-2150 ....... 3.49 


4. Flexible Y-Adapter. Three-conductor (stereo) Y4” phone jack 
connected to two RCA-type phono plugs. 42-2471 ......... 4.49 


5. Flexible Y-Adapter. Three-conductor (stereo) 4" phone plug to 
two RCA-type phono jackS. 42-2477 2... cece ee eee eee 3.79 
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LIGHTWEIGHT HEADPHONES FOR HOME AND ON-THE-GO 


Add Comfort and 
Privacy to Your Home 
Hi-Fi Listening 


[A] Realistic PRO-60. Our finest! Vari- 
able-density earcushions fit comfor- 
tably around your ear. Feature an 
“acoustic resistance’ for solid bass 
ec ader with open, transparent mid- 









¢ 15-30,000 Hz 
e Less Than 227g 


¢ 20-20,000 Hz 
Response 


e Planar Drivers 


STILL AT 


1983 
CAT. PRICE 


and treble. Low distortion —less 
shan 0.5% THD. 3m coiled cord. %” 
eo ee 79.95 


Realistic PRO-30. Low-profile 
phones are light on the ears and the 
budget. Low-mass drivers deliver ex- 
cellent transient response — you hear 
your favourite music with no coloura- 
tion. 3m lightweight coiled cord. 4” 


79°° 















PN SSOG6 2... cece aes 49.95 
Micro-in-Ear Stereo Budget-Priced Lightweight Handy “Fold-Up” 
Earphones Micro-Headphones ‘Micro-Headphones Micro-Headphones 
ec ee ide AS LOW AS 2495 
omen ca 19° 
Than 609. 
¢ 50-20,000 Hz 
STILL AT bd Weigh Less 
1983 Than 85g 


CAT. PRICE 





* Foam 
6 a Earpads 
ron oa ¢ Adjustable : 
Headband lla 





¢ 50-20,000 Hz 
e 2 metre Cord 


Realistic Nova-52. Ideal for port- 
able stereos. 1/8” plug. 71g. 
Me Rn 8 re» 24.95 





° 50-20,000 Hz Response 
e Weighs Just 17g 





Realistic Nova-5. For people on a Realistic Nova-35. 1.5 metre 
budget, these full range phones e cord. 1/8 plug. 33-1035. ..19.95. 


Our lightest! Great-sounding phones 
the best. Adjustable headband, | Realistic Nova-50. %” plug. 2 


fit inside ear—no headband. Foam 





cushions, 1.2m cord, 1/8” plug. With 1/8” plug, 1.2m cord. metre cord. Was $24.95 in 1983 Nova-51. As above, but with 4” 
carry pouch. 33-977 ........ a | ie er 9.95 | Catalogue. 33-998....... 21.95 | plug, 85g.33-978......... 24.95 
Mini Adapter (|% to 4%” Adapters Mini Right-Angle Mini Plug “Y” Mono to Stereo 
Adapter Adapter Mini Adapter 


| 


NEW 
FOR 84 





NEW) 939 





FOR 84 


Listen With 
Both Ears 


%" Stereo Jack each 


1°° 
to %” Stereo Plug 

1/8” mono phone jack to 1/8” stereo 
phone plug — adapts stereo mini- 
phones to mono jack. 

cae ha vane seca us 1.89 


[A] Right-Angle 1/8” Stereo Phone 
Jack to %” Stereo Phone Plug. 
PION yikes vlceke es 3.39 

8 As above, but straight- line. 

274-367 


see ee eee eee eee ee 


Headphone adapter lets you use your 
regular stereo phones with your per- 
sonal portable. 

BV CS ee be ess oi 3.39 


1/8” stereo phone jack to 1/8” stereo 
phone plug. 90° bend. For stereo or 
MONO. 274-372 ........445. 2.89 


3conductor plug adapts two 1/8” 
stereo plugs to one 1/8” stereo plug. 
AIRGAS os hi Gani 4.49 274-368 


24 Now Nearly 350 Tandy Stores and Dealers Nationwide — We’re Near You! 





STEREO HEADPHONES SURROUND YOU WITH MUSIC 


e 20-20, 000 Hz . 30-18, 000 Hz @ . 50-15, 000 Hz °¢ High Efficiency [Al Realistic Nova-PRO. Great stereo sound at 





8) Realistic Nova-40. 89mm drivers deliver full- 
range sound from deep, rich bass to soaring 
highs. Oversize cushioned earcups, padded, 

adjustable headband for real comfort. 3 metre 
COilOd COrd. SS-OGOS. cee cee ases 34.95 


(C] Realistic Nova-16. Lightweight for hours of 
listening pleasure. fag ome left and right vol- 
ume levels, balance. Foam-padded, adjustable 
headband and air-cushion earpads. 2 metre cord. 
ce tg 29.95 


(D] Realistic Nova-10. Enjoy private stereo with 
one of our lowest-priced headphones! The 50mm 
drivers provide full bass, and the adjustable 
headband and cushioned earpads give a natu- 
ral, ro de fit for we in comfort. 2 ee 


° “OA e 3 ® e Pri your fingertips! Dual controls let you adjust the 
“Bie Balance Fors Elements ee otal al | Budget Priced volume and balance without leaving your chair. 
ontrois — or Soil ass ontrois Rugged vinyl drivers, comfortable foam-filled 
95 | 95 ) 95 | 95 earcushions and padded, adjustable headband. 

39°° : 34 : 29 | 3 metre coiled cord. 33-1014........... - 39.95 


Headphones Include %" Plug 
pemanec for Low-impedance Use 





"Add Listening Convenience With Earphones and Headphone Accessories 












_ Earphone With emetre Cord | Stereo/Mono ii. Pillow Speaker 
| 12. Headset \ | 
ay 3” oo ° ee 
4} Baa ‘ i 
‘ z » 4 
\\ Dynamic Elements ~~ @ 4 Perfect for 
Fits most portable } Lightweight under-chin | me “~~ Clock Radios 
TVs and recorders. In- / design. Ideal for dicta- oy j 
| . cludes ear hanger ¥Y tion or music. '/4” plug. a Listen while resting without 
sono nh BR cag ieee clip, ‘/8” Pie 8 ohms. ———— . ——"/s" bothering others. '/s” mini 
eee Bet 3.49 33-196 ....... 12.95 plug. 33-206....... 4.79 


_ Pillow Speaker With 
€«.) Volume Control 


7° 


Slips under pillow for private 


Earphones & Extension | .. Nova-Fone Earphone 


[E] Fits most portable 
- radios and recorders. 
3/32" Plug. 
214... 1.99 
Me" Plug. 





999 ¢ Comfortable 


e Wide Response 


A speaker that completely 





3-175 Loa: «+. 199° a ss covers your ear—you hear : listening. 1/8” mini plug fits ear- 
|S 20 [Fl 6 metre Extension. | 4) = \. — full-range sound. '/e” plug | phone jack of most clock | 

“Gs ‘/g” jack and ode ow eee fits many dete 8 oe -* radios and cassette portables. 

| 33-176 ........ ohms. 33-1036 a oe Soeur)... 7.99 


Coiled 7. Sete 6-metre Extension, 6-metre Extension 1metre Headphone| Phone Coupler 
Cable Extension |%” Plug and Jack Ye" to Ya’ “ Crvectedd ae Pibaonceas 


| oo po — i 
4 . peony ‘ — : ie 
melt | T° + AR j : a 4 a Wie ee 


| | 99 7 Share the 6°° Enjoy Private | 
/ T ‘ | _ Music Headphone Stereo 
Lets you move about freely Haye You can easily listen nets Connects 1/8” stereo mini jack Private stereo for two. Con- | For equipment having no head- _- 
duty cable with 1/4” stereo pi and | inthe room. Non-coiled flexible | to 1/4” stereo plug. Use your nects two headphones toasin- | phone jack—attaches quickly to a 
: injine a — ....++ 9,99] cable with 1/4” stereo piMa, and | lightweight headphones at | gle ‘/4” stereo phone jack. | speaker terminals. 
| inline ee een home. 42-2460........ 7.99 42-2448 ........... 600 | 33-1008............... 3.99 


te » Selection of ores oe panier on — 96 : oe : 25 
















AUTO-REVERSE 






Available 
Nov. 15, 1983 





Realistic SCT-42. Our best—the new standard in tape control and 
convenience! Programmable memory skips over unwanted 
sections—you hear only the songs you desire, in the order you 
choose. Sample ten seconds of each cut in the scan mode. Repeat a 
portion of the tape—using both sides if you wish—up to fifteen times. 
Oversized solenoid ‘‘feather-touch” controls let you switch from fast- 
forward or rewind to play without tape jams. Record mute eliminates 
noise when editing. Separate sliding record level controls, digital 


PROGRAMMABLE CASSETTE DECK 


¢ Solenoid Logic-Controlled * Automatic Metal/CrO,/Normal Bias Selector 
e 2-Colour 14-Segment Fluorescent Peak Level Meter * Dolby* B-C NR 





me 


fluorescent tape counter, two mike jacks. Lighted mode selector lets 
you choose one side, both sides, or continuous playback of both sides. 
TAREE dic vs ene e en OR EEE aes «og ENE e eee 


Specifications 
Response + 3 dB: 45-18,000 Hz (metal), 45-17,000 Hz (CrO,), 45-17,000 Hz (normal). Wow and 


Flutter: 0.04% WRMS. S/N: 75 dB Dolby C; 67 dB Dolby B (ref. 3.0% distortion, “A” weighted, 
metal tape). Distortion: 1.0% 3rd HD. Record/Play Head: Rotating Permalloy. Erase Head: 
Ferrite x 2. Size: 10.9 x 43.5 x 29.7cm. *TM Dolby Laboratories Licensing Corp. 








HIGH-SPEED DUBBING STEREO CASSETTE DECK 















Realistic SCT-28. Now you can duplicate cassettes easily— material 
on the tape in Deck-1 is electronically transferred to Deck-2 at twice 
normal speed! Or listen to two cassettes in sequence for continuous 
music. Both decks feature “‘soft-touch” controls. Playback-only 
Deck-1 automatically selects the correct EQ setting. Deck-2 has full 
record and play capability, with pushbuttons for metal, CrO, and 
normal cassettes, a fine bias control and dual-concentric level con- 
trols. Record mute button lets you edit out errors or record silence 


hinias nga 


RECORD LEVEL LOR. 


OUBRING LEVEL 
eB oe 
% 6 


TAPE 2 
COUNTER 





TAPP > 
belied sree = PAL, 


— 
Sr 


é NORMAL 
_ manors 


fren 
iabeiee taseeriitrvbrienic shrine: 





¢ Automatic Search Music System Helps You Find Your Favourite Selection Fast 


e¢ Make High-Quality Copies of Your Cassette Tapes in Half the Time 
¢ Dolby* Type-B Noise Reduction System 


between selections. LED Dolby, dubbing, continuous play, pause and 
ets indicators. Rear-panel output level control. 
-641 


Specifications 
Response +3 dB: 30-19,000 Hz (metal), 30-18,000 Hz (CrO,), 30-15,000 Hz (normal). Wow and 


Flutter: 0.07% WRMS. S/N: 65 dB (ref. 3.0% distortion, “A” weighted, metal tape). Distortion: 
1.1% 3rd HD. Deck 1 Play Head: Hard permalloy. Deck 2 Record/Play Head: Hard permalloy. 
Erase Head: Ferrite. Size: 11 x 41.9 x 24.9cm. *TM Dolby Laboratories Licensing Corp. 





26 All Realistic Tape Decks Include Patch Cords for Quick, Easy Hookup 


REALISTIC® HAS STEREO TAPE DECKS FOR EVERY BUDGET 


High-Style Deck with 
‘*Soft-Touch’’ Controls, 
Dolby* Type-B and ASMS 


299°° 


SPECIFICATIONS 
Response + 3dB: 30-16,000 Hz 






° Automatic Search Music System Senses Silence Between Selections (metal), 30-15,000 Hz (CROb»), 

to Select the Previous or Next Desired Passage Quickly oe peat eet ge | Wow and Flu 

¢ Selector for Metal, Chrome and Normal Tapes (ref. 3.0% disto Aion. Dolby Type-B, “an 

¢ 2-Colour, 8-Segment LED Level Indicators. weighed, metal tape). Distortion: 1.1% 

3rd HD. Record/Play Head: Hard per- 

Realistic SCT-500. Popular price, yet loaded with features. Dolby Type-B system extends dynamic range malloy. Erase Head: Ferrite. Output 

and minimises tape “‘hiss’’. LED peak-reading meters make setting record levels easy. ‘‘Soft-touch”’ func- Level: Adjustable to 0.7V max. Size: 

tion controls for easy operation. You also get dual concentric level controls, 3-digit counter, record and 11.6 x 42.7 x 23.5cm. *TM Dolby Lab- 
search mode indicators, mike/line input selector, more. oratories Licensing Corp. 

14-620 





Low-Cost Cassette Deck 
with Auto-Search Music 
System 


279°° 











: SPECIFICATIONS 
¢ Dolby Noise Reduction System Response + 3dB: 30-14,000 Hz 
¢ Two-Colour, Eight-LED Peak-Reading Meters for Bright, Accurate (metal), 30-12,000 Hz (CRO, and nor- 
Signal-Level Display mal). Wow ee Loss, fe 
i i si ” tereo Recordings 0.07% atio: ref. 
¢ Switchable MPX Filter for ‘‘Clean’’ FMS g aie division: oly "on! EA -weiahe 
Realistic SCT-29. An affordable deck with high-end features! Dolby noise reduction extends dynamic ed, metal tape). Distortion: 1.3% 3rd 
range and minimises tape ‘‘hiss’’. Features easy-to-use ‘‘soft-touch’’ controls; a damped cassette door; HD. Output: Adjustable to 0.7V max. 
3-digit tape counter; adjustable output level and mike/line input selector on rear panel. Size: 12.4 x 39 x 22.9cm. 
DES Le ica eo oie ¥ Win Hrs 4 S08 Ow B04 eee Cale Pee Sy ee PET ad hss nade aes ee 279.95 


Deck with Dolby B 
Noise Reduction 


| ee) 199° 


SPECIFICATIONS 
Response + 3dB: 30-14,000 Hz 
(metal), 30-14,000 Hz (CRO,p), 
30-12,000 Hz (normal). Wow and Flut- 






* Two-Colour, Fast-Response LED Meters ter: Less than 0.15% WRMS. S/N: 64 

¢ MPX Filter Cleans Up FM Stereo dB (ref. 3.0% distortion, ‘‘A’’ weighed, 

metal tape). Distortion: 1.3% 3rd HD. 

Realistic SCT-24A. A high-performance basic deck with surprising features! Dolby B extends dynamic Record/Play Head: Hard permalloy 

range and lowers hiss. Bias and EQ selectors for metal. CrOz and normal tapes. Soft-eject cassette door, Erase Head: Ferrite. Size: 12.4 x 39.1 x 
3-digit counter. Adjustable output level and mike/line input selector. 22.9cm. 


a ei el aPerORY sire art alt ey wah kine, Ss bch: 6 ie DAS MURR N See Viewed wih rh dS ORM we wv 199.95 


See Pages 24, 25 and 40 for a Complete Selection of Headphones and Microphones 27 


WE’VE GOT THE PLAY/RECORD TAPE DECK YOU WANT 


Auto-Reverse Stereo Cassette Playback 
Deck for Continuous Music 


139°° 


wom ~ i ¢ Plays Both Sides of Cassette— Automatically 
| | ¢ Selector for Normal and CrO,/Metal Tapes 


TAPE, DRRECTION 


[<> QuTPUr 





Realistic SCP-5. Adds cassette listening to any system with aux or 
tape jacks. Special Auto-Reverse feature lets you play both sides of a 
tape for hours of continuous background music. LED tape direction 
indicator, tape selector switch and output level control. Pushbuttons 
for program, rewind, fast-forward and eject. Simulated walnut. 
210 UK 2a, PAPO Ne eee te ce oe 5 52 a goa eee 139.95 





Stereo Record/Play Cassette Deck Low-Cost Stereo Cassette Playback Deck 





















STILL AT STILL AT 
v3} QGP 69°? [ove 
CAT. PRICE CAT. PRICE 


e Auto-Level for Perfect ¢ Adjustable Output Level 
Recordings—Every Time ¢ End-of-Tape Auto Stop 


¢ Normal/CrO, Tape Selector | ¢ Simply Plug In to Your 
Switch with LED Indicator System’s Tape Jacks and Play 


Realistic SCT-25. Compact Tle 

and easy to use. Record your | Realistic SCP-3. Here's an 
owntapesfromradioorphono. | affordable way to add excit- 
Make ‘“‘live’’ recordings, too— ing cassette listening to your 
just add mikes. Pause, tape system. Features positive 
counter, Auto-Stop, adjustable push-key controls. Plays all 
output level, LED record indi- standard cassettes. Auto- 
cator. Attaches to receiver or Stop prevents damage to 
amplifier tape jacks. Simulated tapes. Simulated walnut. 
walnut. 8.9 x 14.9 x 22.9cm. 8.9 x 14.9 x 22.9cm. 

Te Oi aw pak sess 99.95 WETS ons vee dae 69.95 


Portable Music Players 
for Youngsters 


STILL AT 


1983 
CAT. PRICE 


39°° 


Realistic CTP-5. Simple for kids 





\ Includes Carry 
© Case and Strap 


¢ Two Built-In Condenser Microphones 
© Glide-Path® Volume/Balance Controls 


Records » Bilt Starts playi hen a 

SPP Prdrcage 2 Built-In Speaker for Mono Playback ple See Pisying Wee 
Live” in Stereo! Or Add A Pair of Stereo Headphones cassette is inserted, turns off at 
ee a va 3 eel eee: end of tape. Has fast-forward/ 
ealistic Minisette® -11..7ake it anywhere! Features Auto-Level, pause, one: ‘ eject button, jacks for external 
tape counter and Cue/Review for easy editing. Normal/CrO, tape selector 7 End of-Tape Auto-Stop speaker/earphone, external 
switch. End-of-tape Auto-Stop and LED low-battery/record indicator. 3.7 x ¢ Adjustable Carry Straps power. 14.3 x 22.7 x 5.6cm. Re- 
20.7 x 10.9cm. Aux./external stereo mike inputs. Requires four ‘‘AA"’ bat- quires four C batteries or AC or DC 
pares OF A Or CXC AGRE: TAOTON os vce see eee se ee ues tee 139.95 adapter. 14-845 ........ 39.95 


28 To Make the Best Recordings, Use Radio Shack’s Own Cassette Tape — See Page 36 


PERSONAL PORTABLE STEREO CASSETTE PLAYERS 


Our Best! With Dolby*B Noise Reductio 


< - 






e AM/FM Stereo Tuner 
e Metal/CrO,-Normal Switch 


(alRealistic SCP-10.We've included the AM/FM stereo tuner to create this ultra- 
portable — no extra radio packs to carry. Features individual channel volume con- 
trols and FM mono switch for best reception of weak or distant stations. End-of-tape 
Auto-Stop and power-off when headphones are un-plugged save battery life. 1/8” 
headphone jack. 14.7 x 8.6 x 3.5cm. Requires two ‘‘AA”’ batteries or AC or DC 
EN a eer rere et ree awiis ree eee. ee 129.95 


[g) Realistic SCP-9. Play your Dolbyized tapes while on the go, and get the same 
high performance you get from your home system. 1/8” headphone jack. 13.2 x 8.6 
x 3.2cm. Requires two ‘‘AA”’ batteries or AC or DC adapter. Or use the built-in 
recharger for optional nickel-cadmium batteries. 14-1021 ...........406. 99.95 


[a] Realistic CTR-57. Cue/review works with counter to 
help locate selections. Auto-Stop, Auto-Level, tone con- 
trol, battery/record LED, jack for external speaker. 7 x 14 
x 26cm. AC operation or four ‘‘C’’ batteries (not included) 
or optional DC adapter. 14-1007............. 79.95 


(a) Realistic CTR-60. Tape counter and cue/review make 

it easy to find specific selections on your tapes. Features 
Auto-Stop, Auto-Level, tone control, LED battery condi- 
tion/record indicator, jacks for remote mike, aux input, 
external speaker. 5 x 14 x 26.6cm. AC operation, four 
Dean oat (not incl.), or optional DC adapter. 


[c] Realistic CTR-56. Three-way power! You can save on 
batteries when you use it at home or in your car. Features 
jacks for remote control mike, external speaker, plus aux » 
input for recording directly from a radio or phono. Auto- 
Level sets recording volume for you and Auto-Stop at # 
end of tape helps prevent damage to cassettes. 5 x 14.6 x 
26.6. AC operation, four ‘“‘C’’ batteries (not incl.) or op- — 
tional DC adapter. 14-1006................. 59.95 STILL AT 

[np] Realistic CTR-55. A dependable “electronic note- | _,'983.. A 
taker’ featuring end-of-tape Auto-Stop to save batteries . 

and tapes, plus convenient automatic record-level set- 79° 


Mii 
° 


ting. Has jacks for remote control mike, external speaker, 
aux input. 5 x 14.6 x 26.6. Requires four ‘‘C’’ batteries or 
AC or DC adapter. 14-1005 ................ 49.95 


and Slide- 





STILL AT 
1983 
CAT, PRICE 


Budget-Priced Cassette Players 





[p) 





FRA CT SEI AD NE Sa ree ” 
CeO ‘ a 
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¢ Metal/CrO.,- 
Normal Switch 


[c] Realistic SCP-8. Enjoy stereo music while 
travelling, jogging, or working outdoors — so 
small it goes with you anywhere. You get 
simple one-hand operation of all tape 
transport controls, plus volume and balance. 
Full Auto-Stop, Cue/Review, LED low- 
battery indicator. 1/8” headphone jack. 13.3 
x 8.6 x 2.9cm. Requires three ‘‘AA”’ batteries 
or AC or DC adapter. 14-1014....... 79.95 


[p] Realistic SCP-7. Enjoy superb headset 
stereo anywhere, anytime. Simple, single 
control for play, stop, rewind, fast forward 
and eject. 1/8” headphone jack. 15.2 x 10.2 x 
4.1cm. Requires four ‘‘AA’”’ batteries or AC 
or DC adapter. 14-1019 ........... 59.95 


59° 


Micro-Headphones 





e Full Auto-Stop 





See Page 24 for 
our wide selection 


Slim-Style Portables With Built-In Electret Mikes 


Out Handles 
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59° 49% 


Use Dependable Radio Shack Enercell Alkaline Batteries for Best Results 29 


Now You Can “Speed-Listen” at 
Up to Twice the Normal Speed— 
With Total Comprehension! 


NEW 
FOR'84 


169°° 


e Amazing Time-Saver for Businessmen, Students 
And the Visually Impaired 

¢ “Speed-Listen” to Talking Books and Educational 
Tapes— Works With Any Spoken-Word Cassette 


¢ In/Out Switch Lets You Return to Normal-Speed 
Without Resetting Controls 


Realistic® VSC-1000. The most versatile cassette recorder we’ve ever offered! Brings 
you time-saving VSC at a breakthrough low price. One slide-action control adjusts 
playback from 80% to two-times normal speed. Another slide control adjusts pitch for 
easy understanding. A switch takes you from “‘speed-listening” to normal speed and 
back without affecting settings. All the “standard” features, too. Pause control for easy 
editing while you record, cue/review and tape counter to help find selections, end-of- 
tape Auto-Stop, automatic record-level control. Has a built-in electret mike, LED record/ 
battery indicator, jacks for remote control mike, aux input, stereo/mono headphone with 
%4" plug, and an external speaker. 5.7 x 25.4 x 17.4cm. AC operation, six ‘‘C’’ batteries (not 


incl.), or optional DC adapter. 14-1002 


*VSC and Variable Speech Control are trademarks of Variable Speech Control Co. 


Personal-Size Recorder 
With Cue/Review 





¢ Built-in Electret Mike 
¢ Auto-Level * Auto-Stop 


89°° 


Realistic CTR-58. Cue/review and tape 
counter help you locate selections. Fea- 
tures a pause control for easy editing while 
you record, LED battery condition/record 
indicator, jacks for remote control mike, ex- 
ternal speaker. 10.8 x 17.1 x 5.1cm. 
Requires four “‘AA’’ batteries or AC or DC 
adapter. 14-1008 ..............89.95 


Ultra-Slim Recorder With 
Variable Tone Control 





¢ Cue/Review Locator 
¢ Auto-Stop ¢ Auto-Level 


999° 


Realistic Minisette®-9. No bigger than a 
small book, yet has big features. Built-in 
electret mike, pause control, tape counter, 
LED record/battery indicator. Jacks for re- 
mote control mike, external speaker. 
3.3 x 18.3 x 11.6cm. Requires four ‘‘AA’’ bat- 
teries or AC or DC adapter. 

UHPETS CaN yes 06 csk ee dali oe eee 


What is VSC? 


In the past, speeding up a tape recording 
produced high-pitched ‘‘chipmunk” 
sounds. Now, with Variable Speech Con- 
trol*, you can play a cassette at up to 
twice the regular speed and still under- 
stand every word! The “magic” is a spe- 
cial patented circuit that electronically 
corrects pitch and shortens pauses be- 
tween words. For example, you can re- 
cord an hour-long lecture, business 
meeting or news program and listen to it 
later in only 30 minutes! And, since VSC 
works with spoken-word cassettes re- 
corded on any machine, you can “speed- 
listen” to talking books, educational 
tapes and much more. 


Desktop Recorder With 
Switchable Auto-Level 


‘ef 













* Cue/Review « Auto-Stop 
e Pause and Tone Controls 


Realistic CTR-51. Select auto-level for 
voice Or manual record level for other high 
quality recordings. Record-level/battery 
meter, electret mike, tape counter. Jacks: 
remote mike, aux input, external speaker. 5.6 
x 25.4 x 17.5cm. AC operation, four ‘‘C’”’ bat- 
teries (not incl.) or optional DC adapter. 

Ct em 
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30 See Page 41 for Our Selection of Remote-Control Microphones 


™ 


MICRO-CASSETTE DICTATING/TRANSCRIBING SYSTEM 








pace omer: wren ere Remote Control Handset With 
Built-in Speaker and Mike 


369°° 


Available Nov. 30, 1983 


a ¢ Full-Logic Solenoid Controls 


* Two Speeds for Up to 2 Hours 
Total Recording Time 


e Full Electronic Cueing 
e Adjustable Backspace Control 
¢ Telephone Recording Capability 


Realistic Micro-1000. Tandy makes the latest in office technology affordable! Dictation 
recording is easy with 3-digit tape counter, Auto-Level, electronic cueing tone, LED 
record indicator and end-of-tape warning tone. Condenser mike and dictate/rewind/start- 
lock/cueing controls are conveniently located in the remote-control handset. Also 
features adjustable playback speed and backspace to match different typing speeds, 
plus foot pedal control of play/rewind/stop. Volume tone controls, conference/dictate sen- 
sitivity switch, LED function indicators. 5.1x23.5x17.9cm. Includes AC adapter. 

14-500 





Transcribers light- Remote foot switch 
weight headset for keeps hands free 
hours of listening when transcribing 
comfort. memos and letters 











You’ll Never Miss 
Another Important Word 


Realistic Micro-10. Record meet- 
ings, lectures or take notes—up to 
two hours of recording time per tape. 
Features Cue/Review, built-in con- 
denser mike, Auto-Stop, LED record 


Built-In Mike and 
Auto-Level for 
Perfect Recordings 


69°° 


STILL AT indicator. With earphone. Built-in re- 
ene . charger for optional nickel-cadmium 


batteries. 13.3 x 5.7 x 2.5cm. Re- 
quires two ‘AA’ batteries or AC 
adapter.14-1016 .......... 89.95 


Realistic Minisette.® 
Slide controls allow 
easy one-hand opera- 
tion. ‘‘Cue’’ button 
helps locate passages 
quickly. LED battery/ 
record indicator, wrist 
strap, earphone. 14.6 x 
6.4 x 2.5cm. Requires 
two ‘‘AA’’ batteries. 

14-1015....... 69.95 


Feature-Packed for 
Professionals On-the-Go 


Realistic Micro-11. Fits in the 

tightest spot in your briefcase. One- 

touch record with Auto-Level for trou- JSTILL AT 

ble-free, high-quality recordings. }.,'98° 
Condenser mike for wide-angle . 

pickup. Cue/Review and tape counter 

: help find selections fast. Pause but- 

Phe ton for “live” editing. Auto-Stop in 

ie | ee. | Play and Record turns unit off, saves 

44s © | battery life and protects tape. 





site 5 
STILL AT 
89° 129° 
CAT, PRICE 


Micro-Cassette Recording Tape jim 
Up to 120 Minutes 499 ee 
Recording Time 
MC-60. For Micro-1000, 10 & 11, oth- 
ers. Up to 120 minutes at 1.2cm/sec, 


60 minutes at 2.4 cm/sec. 
MED istcha'a: dedicat exer e ata ace 4.99 


Mini-Cassette Recording Tape_ 


Never Miss a Word! 
Keep Plenty of 


Tapes On-Hand See 12.7 x 6.4 x 1.9cm. Requires two 
Mini-30. For Minisette, other [FF @)";nemeame es ‘‘AA”’ batteries or AC adapter. 
rim-drive recorders. 30 min. “““Stviaaietines 3 MI oo as ec es es 129.95 
MMA Glas 4.49 
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AM/FM STEREO CASSETTE RECORDERS — TO GO 


Features Dolby* NR 
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— ¢ Normal/Chrome/Metal Tape Selector 

¢ Audible Cue/Review Makes it Easy to 
Locate Desired Section of Tape 

¢ Ten LEDs Indicate Signal Strength, 
Record Level & Battery Condition 


Realistic SCR-6. Loaded with ‘‘home hi-fi’ 
features! Records directly from its built-in AM/FM 


stereo tuner, or “‘live’’ with built-in electret con- 
denser mikes. Switchable Auto-Level, with 
‘‘Auto”’ position for recording voice and manual 
control for best dynamic range with music. Full 
Auto-Stop saves batteries and tapes. Stereo- 
Wide'™ system expands stereo separation. 
Powerful six-watt amplifier with separate bass 
and treble controls, loudness switch for enhanc- 
ed sound at low volume. LED stereo and Dolby 
indicators. Switchable aux input lets you add a 
turntable or second tape deck. Jacks for external 
speakers, mikes and headphones. Sturdy metal 
brackets will accept optional shoulder strap. 26.7 
x 45.7 x 11.1cm. AC operation, eight ‘‘D’’ bat- 
teries (not incl.), or optional DC cord. 


atelatclaes ere erete: 
esetetc®.2.2 2 ece, 
Sotetu cave no ne 

ere crcecete 

rut 


yy) 
Sere 


ete. 
Seeteseses 
eeetetete co” 
stetetr ce 
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Dolby Noise Reduction System Cuts 
Tape ‘‘Hiss’’ and Extends Dynamic Range ~ ‘TM, Dolby Laboratories, Inc 


Our Portable Sound 
Rivals Home Hi-Fi 


369°° 


¢ Automatic Search Music System 
¢ Powerful 10-Watt Amplifier 
ici — . f : ed) ¢ Soft-Touch Cassette Pushbuttons 
© fi Poe oe. oie 2) ¢ 24-LED Audio Level Indicator 








Gi date na RS Sree a Heer te aes ERS, 


¢ 15.2cm Woofers ¢ Solid-State Tweeters 
Realistic SCR-8. Take big 2-way speaker sound 
along! Auto-Search advances tape to the next 
selection or replays a selection with the push of a 
button. Record normal or CrO./hi-bias cassettes 
directly off-the-air or with the built-in mikes. Auto- 
Level sets recording volume and there’s a pause 
button for editing. Stereo-Wide™ adds life-like 
depth to the stereo image. Loudness switch in- 
creases bass response at low volume. LED 
search mode/battery condition/record indi- 
cators. Aux inputs. Jacks for extra speakers, 
mikes and headphone. Metal brackets for 
optional shoulder strap. 26.7 x 44.5 x 12.7cm. AC 
operation, eight ‘‘D’’ batteries (not incl.), or 
optional DC cord. 14-778............369.95 
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VALUES IN AM/FM STEREO CASSETTE RECORDERS 
Low-Priced AM/FM Stereo Cassette “Carry Around” Component System 












e Automatic Record / | ean 
level for Perfect a / 4 mere 
Recordings Every Time 

¢ Soft-Touch Buttons 

e 5-LED Audio/Record 
Level Meter 


NEW 
FOR’B4 


PREECE SVT SREP HAND PY ek ed ete PANEER SSE RDN e AMUSE wen HB DS ANERETE AE 40-Tye ce NTE PAPAIN TS PETES AAA MD 50s She pode nde 


2, £ ‘ Z * ® § 


Available October 15, 1983 


269°" 





“Spread-Out” Your <a BEEEEE. 
Music Withthe a see a simi 
Detachable 2-Way Realistic Modulette®-500. This value-priced, great-sounding 4-watt system is packed with features. Cas- 


Speakers—Each 


With 12.7cm Woofer, 
3.8cm Tweeter 


sette deck has full Auto-Stop, tape counter and pause control to make recording easy. Tuner features FM 
stereo, tuning and power/battery LEDs. Telescopic antenna, plus jacks for external speakers, headphones 


and external mikes. Size (including speakers) 21.3 x 55.9 x 15.7cm. AC operation or eight “‘D’’ batteries (not incl.) 
OF ODE ANDC AOAING FRAG Ooch ee cus ocean bane s Web ab eek neeed pes sb eos o1 eee 


Outstanding Sound and Value! 










Budget-Priced—Solid Performer 


STILL AT 


1983 
CAT. PRICE 





seamen! 








—— — NEW LOW PRICE 


Separate Woofers and Solid-State 1 79 1 2 q e Five-LED Audio Level Meter 


Tweeters for Exciting Sound Was 149.95 in e ‘Sleep Switch’’ Turns Off Radio Automatically 
1983 Catalogue 





Realistic SCR-7. This versatile music centre lets you play and 
record cassettes, AM, FM stereo or make ‘“‘live”’ tapes with built-in 
electret mikes. Auto record-level setting. Variable monitor lets you 
listen at any volume while taping from radio. Tone control. Tuning, 
battery, record and FM-stereo LED indicators. Jacks for external 
mikes, speakers, headphones. 21.9 x 38.4 x 14.6cm. AC operation, 
six ‘‘D”’ batteries (not incl.), or optional DC adapter.14-777 179.95 


Realistic SCR-9. Terrific sound, affordable price! Monitor switch lets 
you listen while recording directly from AM or FM stereo. Features 
built-in electret mikes, automatic record-level setting, Auto-Stop, 
Glide-Path® volume/balance controls, FM stereo LED indicator 
mono/stereo switch. Jacks for external mikes, headphone. 20.3 x 
39.4 x 8.9cm. AC operation, six ‘‘D’’ batteries (not incl.), or optional 
DC adapter. 14-779........ OT Seesa odd; ear ki Cathet wall Se 


Bankcard and American Express Honoured at Most Stores 


33 






| ao 


e Auto Record Level 









¢ Tone Control 

e Full Auto-Stop 
Realistic CTR-61. Make tapes directly from AM/FM or ‘‘live’”’ with 
built-in electret mike. Auto-Stop, Auto Record Level, tone 


control. Jacks for remote mike, external speaker. 19x27.3x7.6cm. 
Requires 4 ‘‘C”’ batteries or AC/DC adapter. 14-1001 ......79.95 


High-Style Ultra-Compact Size 









95 e 3-Way Power 
| ¢ Auto-Level * Auto-Stop 


Realistic CTR-59. Use built-in electret mike, or record AM/FM 
directly off-the-air. Tone control, record indicator. External speaker 
and remote mike jacks. 21x31.8x8.9cm. AC operation, 4 “C’”’ bat- 
teries (notincl.), or optional DC adapter. 14-1009 .........99.95 


AC and DC Adapters Save Batteries 


Save money by operating your recorder from 
house current or 12 volts DC mobile power. 


NEW 
FOR’84 


a ee , 





e Variable Monitor—Listen As You Record 
e Audible Cue/Review Function 


119° 


Realistic Minisette® -12. Make “‘live’’ or “‘off-the-air’’ tapes. Cassette player 


Recorder 
_ Cat. No. 


Uses AC 
Adapter 


Uses DC 
Adapter 





14-773 
14-776 
14-778 
14-779 
14-782 


14-812 

14-813 

14-845 
14-1001 
14-1002 


* 


* 


* 


* 


270-1533 
270-1533 
270-1833 
14-844** 
14-844** 





14-9521 


14-9521 
14-9521 





14-1005 
14-1006 
14-1007 
14-1008 
14-1009 


14-1010 
14-1011 
14-1012 
14-1014 
14-1015 


14-9521 
273-9553 
14-9521 
65-735 





14-1016 


14-1018 
14-1019 
14-1021 
14-1022 


14-844** 
14-844** 
14-844" * 
14-844** 
14-844** 


14-844** 
14-844** 
14-844** 
14-844** 
14-844** 


14-844** 
14-844** 
14-844** 
14-844** 
270-1560 





270-1560 
270-1560 
270-1560 
270-1560 
270-1560 





i section has pause, Auto-Level. ‘‘Sleep’’ switch, tone control, 6.3cm dynamic 
| speaker. 13.0 x 23 x 5.3cm. Requires six ‘“‘AA”’ batteries or AC or DC adapter. 
EMR 6 om: ut WER RAGS ERE RS VR ee es eae tee 119.95 


For Finest Recording Results, Use Tandy’s Own Cassette Tape 


“Not required AC power supply built-in. See page 114 for 
description of AC and DC adapters. 
**Use 14-9844 for long barrel car cigarette lighters. 





Laid Mae Mie it Wea via 


lili 
{li 


AUDIO/VIDEO TAPE ORGANISERS AND PROTECTORS 


2-Way Cassette & 
Storage Case 


24° 


Tough Vinyl Construction with 
Snap and Carry Handle 


24/48 Tapes. 


Holds 24 boxed, 48 unboxed 
cassettes. 8.9 x 36.8 x 22.2cm. 
44-658 24.95 





Mini/Micro 
Cassette Tray 


599 


Holds 12 Tapes 


Smoke tinted cover protects tapes. 
5x7x17.8cm. 44-678 


voy 








Car Cassette Carrier 


19°° 


Holds Eight Tapes, 
In Their Cases 





Mounts underdash with slip-in bracket and 
adhesive strip. 44-677 19.95 


Supertape® Video Cassettes 


19° [s) 24% 


. Tandy 


3 
. VIDEOCASSETTE 


b £-120 





Special ait Particle Binder System 
Gives You Extra-Long Life at All Speeds 


VHS SUPERTAPE Video Cassettes. Finest 
quality for performance that you’ll continue to 
enjoy even after multiple recordings and hun- 
dreds of playbacks. Our exclusive formulation 
and binder system combined with perfectly 
aligned and optimally sized magnetic particles 
give you increased chroma output for brilliant, 
true-to-life colours. Precision housing is engine- 
ered to minimise dust pickup and reduce fric- 
tion. Compatible with all brands of VHS video 
cassette recorders. 


VHS E-120. Up to four hours recording time. 
BA-O508 ow eww eee ee es RCN 19.95 
VHS E-180. Up to six hours recording time. 
BAO SO? 6 ic eee icsssss EOCN 24.99 





Cassette O-Matic* 


469 


*TM A.D. Communications 
U.S. Patent No. 4,239,109 


Holds five cassettes 
securely. Interlock more 
modules to expand. 11.4 x 
10.1 x 7.9cm. 

44-674 


Sturdy, 2-Drawer 
Video Tape Cabinet 7 


15-Cassette Storage Tray 





Fits Shelf/Drawer 


Smoke-tinted cover protects tapes, yet lets you 
see titles. Lifts off for easy access. 7.9 x 31.8 x 
11.4cm. 44-665 9.95 





























ii. ~ 
Labels Included Hoids Up to 20 Beta 
or VHS Tapes 





Strong construction. Ideal for postage. Locking, dust-free Wood cabinet with two compartmented drawers will support up 









StOra06. VIS. S4-1198 6 eee ect e ns caee 4.99 to 70 pounds. No-mar feet. Simulated woodgrain finish. 13.3 x 
A 4.99 | 445x40.6cm.44-1196........ vette eeees peenees 44.95 
Video Tape Rack eke VCR 
Cover 


Stores Ten Cassettes 


995 


See-Thru Front 





Durable smoked acrylic con- 
Struction, for wall or shelf. 
Accepts Beta or VHS. No-mar 
rubber feet. 44-1194 .. .8.95 


VCR Not Included 
Keeps out damaging dust. Antistatic vinyl. Fits most VCRs. 17.8 
¥ 50.6% 40.66, 44-1184 ooo ks i ees: 9.95 











; ; Convenient Organiser i ; 
Unique Video Tape circ iust Likes Video | VCR Cleaning Kit oe 
Indexing System Cassette Keeps Your VCR 
Operating at Bea 
Peak wis 





6° 


Create a quick reference to 
your video tape library. Ring- 
binder index ‘‘book’’ with 
master ‘‘title’’ index cards 
and 50 removable informa- 
tion cards for individual 
tapes.44-1176....... 6.95 


Remote Pause Control 


4qss 


Performance 


Helps remove depos- 14° 
its from heads, rollers 


and capstan. Includes four reusable chamois-tip head cleaning 

tools, brush, mirror probe, soft cotton glove, 14mi Freon TF* 

cleaner, instructions. 44-1172........... PES Pee . 14.95 
“TM, E.|. du Pont de Nemours & Co., Inc. 








Video Cassette 
Labels 


299 


FREALISTICS | 


For easy tape re-labeling. 
Edit out unwanted commercials with the push of a button. For 


VHB AGT? 32 : e 
most VCRs and audio recorders. 3.6 metre cable. . 4 Pie Ve ” 
eT, me 4.49 tA. 44-1178 eee eee ene eee Pkg. 10/2.99 
Tapes Not Included with Cases on This Page a5 


REALISTIC® CASSETTES FOR SUPER SOUND AND VALUE 








nialieteinintiell METAL — State of the Art SUPERTAPE GOLD— sahesnesnaie Ferric 
Recording Tape! vey 


NEW LOW PRICE 99 









LOW AS | C-45 
se sy For optimum performance 

C-60 at normal bias. Audiophile 

quality at a popular price. 





; Precision housing cuts 
Bi pdrar oil wow and flutter. Built-in 
°9 non-abrasive head- 
cleaning leader. With 
hinged storage box. 


Coercivity (Hc): 335 Oersteds (Nom.). 
Retentivity (Br): 1500 Gauss (Avg.). Dynamic Range: 60.4 dB. 


Total Cat 
Type 



















oercivity (Hc): 1100 Oersteds (Nom.). 
Retentivity (Br): 3200 Gauss (Avg.). Dynamic Range: 68 dB. 
Our finest! Coated with fine-grain metal particles—not oxide—SUPERTAPE 


METAL has magnetic properties that give you greater output at both high and low 
frequencies, and unbelievably low noise levels. This increased dynamic range 










lets you record solid bass and song. sparkling highs. You'll enjoy music repro- 45 minutes 
duction that is virtually indistinguishable from open-reel! For recording on metal- 60 miniites 
capable recorders only. Plays on all cassette equipment. Precision 5-screw , 

housing. With hinged storage box. a Puce 






C60. 44-960 aiiiciiecccesceans TUS OOO. MEGS sc ociiscsccnwevecves 15.95 





SUPERTAPE a Ene 
Dynamic Range 






















— 95 
C-60 Made with Realistic’s ex- 

;, clusive High-Flux Density 
Hi-bias Chromium Dioxide for- oxide formula for high out- 
mula captures loudest and soft- put, wide frequency re- 
est passages, reduces noise. sponse, low noise and 
Greater high-frequency head- distortion—at low cost! 
room preserves musical Precision housing reduces 
“detail.” Records on equipment wow/flutter. With hinged 
with CrO, bias switch. Plays on storage case. 






all cassette equipment. Head- a. 
cleaning leader. Hinged storage Coercivity (Hc): 320 Oersteds (Nom.). 


box. Retentivity (Br): 1125 Gauss (Avg.). Dynamic Range: 54.5 dB. 





























Coercivity (Hc): 550 Oersteds (Nom.). Each 
Retentivity (Br): 1800 Gauss (Avg.). Dynamic Range: 64.1 dB. 
were 30 minutes 1.79 1.69 









Recording Time 


Cat. 
44-930 | 695 | 5.85 | 5.45 
44-931 8.95 | 7.55 | 6.95 
Ai i. 15 Minutes 
Mini-Cassettes pr tiie 


Mini-30. For rim-drive re- 4As 


corders such as Realistic 
Minisette. 






60 minutes 
90 minutes 
120 minutes 













60 minutes 
90 minutes 
















The smart choice for general purpose recording. Use shorter 
tapes for ‘‘voice letters.’’ Longer cassettes are ideal for note- 
taking, language study, or recording and playing at home or in car 
and portable players. Heavy-duty Polyester base resists age, hu- 
midity, breaks and stretching. 









Total 
Record Time 









Cassette 3-Packs Singles | 
Low w 429 Pkg. 7 ear 


C-30 of 3 — : , 60 


type | Recording Cat. 
= Time Each No. 


30 minutes 








30 minutes 


Up to 60 Micro-Cassettes 
Minutes 


Per Side wicro-60. For capstan-drive 
og recorders such as our 
Micro-10, Micro-11. 


Total Recording Time Cat. 
rsomin. | 120mn. | ese | 400 | 4.20 


36 Retail Prices in this Catalogue are Subject to Change Without Notice 























Recordin Cat. 
C-60 | 60 minutes |44-605| 1.79 
C-90 | 90 minutes |44-620| 2.69 


60 minutes 
60 minutes 
120 minutes 





REALISTIC® OPEN-REEL AND 8-TRACK BLANK TAPE 


Tandy RTR — ‘‘Reel to Reel’’ Cassettes SUPERTAPE® Premium Open-Reel 


egy a N E W Low 


FOR 84 
59> 


RTR — not only the greatest look- 
ing cassette on the market, but a 
performance never before experi- 
enced in a cassette. Precision 
engineered aluminium reels 
smooth out tape wind/re-wind, 
equalise tension, stabilise travel 
and cut speed irregularities. 

















Low 99 12.7cm 
As 


Super-Calendered 
For a Mirror-Like 
Surface 





Get superb sound, without spe- 
cial bias settings. Superior sen- 
sitivity and wide frequency 

response. High tensile strength. 





Coercivity (Hc): 300 Oersteds (Nominal). Retentivity (Br): 1220 Gauss (Avg.). 


Dynamic Range: 63.0 dB. 
ae j Metres | wa | Cat 
Size Metres No. tes 
1.0 44-1872 8.99 7.19 
44-1877 14.99 11.99 
44-1880 24.99 19.99 













48-up 
ar a8 ess 
Low-Cost 8-Track Tape 

tow B69 80 REALISTIC Low-Cost, Low-Noise Tape 


As Min. 
Record your own cartridges for a low-cost music 
library. Friction-reducing lubricant extends tape life for Low 99 12.7¢m 
trouble-free recording and playback. Polyester base As Reel 


resists breaks, stretching, and the effects of age and 
humidity. A terrific value! 44-841 ............. 5.69 


12-24 | 25-49 | 50-Up 
4.99 excellent frequency response 
and signal-to-noise ratio. Poly- 


SUPERTAPE ze ae and humey, provers 
Lab Standard 8-Track | | 7 
Low 799 ie 'STRACK 


Min. | LABORATORY STANDAR 
















Wide Frequency 
Response 








High-quality open-reel tape 
with uniform oxide coating for 








Each 





44-753 5.79 | 5.39 
44-754 9.79 8.99 
44-758 11.29 10.59 
44-766 13.89 12.99 


High-output, low-noise formulation reduces ‘‘hiss’’. 
Back-coated with special lubricant to prevent '’jams”’ 
for increased tape life. Touch polyester base resists 
stretching, breaking. 44-843 












Each 


eR 
7.09 


i Une Pas COMTI All-Purpose 
. Budget-Priced 








: concertape 
Open-Reel Recorder Accessories 
17.8cm Metal Reel Tape Reels Leader Tape Only 
a de with Boxes oe 599 
‘ 9°° ad "he i, Ideal for 
| Editing 


pew’) 





| “ As 


99 Pkg. Heavy-duty 1-mil polyester base 
Professional Quality 


of 2 | resists breaking and stretching, 
while giving you extrawide re- 





Improves the appearance and 


performance of any reel record- | Reel |Cat.No.| Each sponse. 548 metres on a 17.8cmreel ideal for Voice and 
er! Won't crack, split or warp. 17.8cm|44-279| 269 Colour-coded leader. Two 45m for extra recording time at low cost. General-Purpose 
With storage box. reels. 63mm x 1,5-mil. Ideal for off-the-air tapings. Includes Recording 

sien. 9.99 : 44-1053 ........ Pkg. 2/3.99 | storagebox.44-1018 ....... 5.99 
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HIGH-PERFORMANCE TAPE RECORDING ACCESSORIES 


Tape Head Demagnetizer Magnetic Bulk Tape 

Eraser 
a F STILL AT 
ae ee ||lCUee te. 


Open Reel Heads 










¢ Erases 8-Track, Cassette, 
Open-Reel Tapes and 
Computer Disks 












“Fea . 


The fastest and best way to erase 
tapes! Not only erases, but reduces 
noise levels below recorder’s own 
erase head level. For open-reel, 
cassette, 8-track tapes and com- 
puter floppy discs. Hi-impact 
moulded housing. On-off switch 
conveniently located on side of 
Demagnetizes cassette or reel-to-reel heads in seconds. Keeps ee handle. Not for metal tapes. AC 
recorder in peak condition. 44-9506 .. 1.0... . ccc eee ee ees 11.95 operation. 44-9201 ....... 26.95 


Car/Boat DC Adapter a Cassette Tape Eraser 


11° 


AT, NO 
44.9 
Chiron RASER 
Min,"ON ar pind OVER 






Electronic Cassette , | 
Demagnetizer <1 eer 
STILLAT| F NR ERTS ' 


STRE AT 
1 _ - 
CAT. PRICE ¢ Demagnetizes in One Second 
¢ Cordless— Requires No AC 


The fast, automatic way to preserve crystal- 
erase all the tape. The eraser also werks to clear highs and cut hiss. Loads like an ordinary 
reduce hissing and actually improves tone ee cassette. LED ‘‘on” indicator, long-life battery. 
RY, SAO oko vn ci i inet 11.95 Q4-3165. i i i kx. 29.95 


Splicing and Sensing Tape 


179 ae 
Ms . 


249 
Splicing Tape. Polyester base resists age, 








Simply pass the cassette throug the eraser 
twice, (once for each side), and completely 


Saves batteries! Powers most 6V and 9V portable 
radios and recorders from your car or boat's ciga- 
rette lighter. LED indicator. Fused. 12VDC neg. 
ae 9.95 


Long Nose Unit. 14-9844.............. 11.95 
Deluxe Cassette Tape Splicer 













Cassette Demagnetizer and 
Head Cleaner f 


— 
my es 


Helps Prevent 












heat, humidi ity. 250cm roll. Jamming, 

Reduces Hiss 
11mm 44-1125 1.79 And Noise | 
¥.omim 44-1126 1.79 Insert for 60 seconds after every eight to ten 


44-1128 1.79 


(B] Sensing Tape. For recorders with contact or 
phono sensing systems. 11mm x 250cm. 
MOTD £ 2.49 


On/Off Foot Switch 


3mm 





Makes tape editing and repairs easy. Chromed 
cut/trim lever cuts diagonally and trims excess 
tape. Includes roll of splicing tape. 

ee ri 11.95 


Splicers for Easy Tape Editing 
ya 


hours of operation to prevent loss of “highs’’ 
and keep tape path clean. For all players, re- 
corders. Ideal for personal portables, autos. 
Cordess 46030! .... £6... ees 5.95 












Phone Pickup Coil 


¢ ideal for 
Typists Using 
Dictating Machines 


499 


Remote control switch for hands-free on/off 


999 


Easy 
To Use 


Universal Dual-Track Splicer. For cassette, capability. Ideal for typist working from dictation. For high-quality recordings of phone calls. Suc- 
8-track and open-reel tapes. Includes razor Sub-mini plug fits into remote control jack of tion cup fastens on phone. With cord. 1/8" mint: 
blade, instructions. 44-216 ........... 3.95 wcotar 00000. iiwsié‘(‘“‘(#ySC CC 4.99 PIG. FAOSS 6-6 ne accesses (+2.99 
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WE’RE YOUR TAPE CARE/CLEANING HEADQUARTERS 


Car Cassette Cleaning Kit 


Was $10.95 in NEW LOW PRICE 
1983 Catalogue 9° 5 








Non-abrasive pads gently clean the heads, cap- 
stan and pinch roller. Includes tweeters, extra 
pads, lubricant and cleaning fluid. Convenient 
pouch set. Not for use with auto reverse players. 
44-9500 9.95 


seal ewreplats Cleaning Kit 





Includes Fluid 


Restores fidelity, extends tape life by removing 
oxide deposits from heads, capstan. 
44-1162 3.99 


1°° 


3 Pack 





Protect your tapes- Hinged see-through door for 
easy identification. 44-611....... Pkg. 3/1.99 


Cleaning Cloths 


Chemically treated to gently clean tapes, equip- 
ment, dust covers. 
GA-1008 5 ick ea ie ene Pkg. 4/2.99 





1°9 


Pkg. of 24 








Self adhesive. Six each of red, 


blue, yellow and green. 
44-621 Pkg. 24/1.99 





Professional-Quality 
Head Cleaning Kit 


4As 





Drs 

3 Jet YOu 

ue (Ee i 
Video & rao 
B00 pon ov nee” 
: apa! age 


te ae 


For audio and video! Includes 6-dram bottle of 
special Freon TF* Solvent and six reusable 
lintless foam swabs. 44-1170 .......... 4.49 
"TM E.1. du Pont de Nemours & Co., Inc. 





Cassette Head Cleaner 


Restores Clarity 


Low-cost, non abrasive cleaner helps prevent 
dirt build-up, extends the life of your tapes. 
sysop RR RES 2.19 











Recorder 
Cleaner Kit 








37ml bottles of cleaner and lubricant. Ten long- 
reach Swabs. 44-217 . 2... ccc ce usvcs 3.99 








Tape Head Cleaner Spray 
and Solvents 


Low As 229 


Head Cleaner Solu- 





eae sstlt 
" Ne 44 10108 










tion. Cleans all metal EAD 
parts. 59m. CLEANER 
BA-T016 |. oc ik 2.29 


Cleaner Spray. Cuts 
grime. Extension nozzle. 

















Deluxe Cassette 


coset aa Tape Repair Kit 
Reve Fix Broken Tapes 





Includes a detailed 32!page manual, housing, 
splice block, razor blade, mylar splice tabs, 
screws, adhesive labels. eae ee 9.95 






Cassette Tape Fixer 






Straightens and helps you rewind, clean and 
repair tangled cassette tapes. Semi-automatic. 
BOGOR ckiiciicis ss. eee ene eens 4.99 


Cassette 
Housing 


1°° 


Simple To Use 
Replace your damaged or worn-out ages 





61cm leader tape, instructions. 44-626 ...1.99 
‘“‘Pro’’ Tape 
Head Solvent 
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FREALISTIC" 
9g ? Cat No 44-3771 
TRAN ied 
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Freon TF* dissolves dirt, 
oxide. For audio or video use. 
44-1171 2.99 
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With Freon TF . 
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85g. 44-1011 ..... 3.49 ‘TM E.|. du Pont de Nemours & Co.Inc. 

Plastic Cassette Tape Head Cleaning Cassette Eee 
Mailers = | | Sticks Index Cards ~ | 

229 = = men 249 a 199 

3-Pack “ apegemreee Pkg. of 100 : Pkg. of 20 

2 Replace old cards — room to list 
Mail cassette “‘letters’’. Durable | Cotton-tipped 15cm wood sticks for | newly recorded selections. Fit all 
plastic box. With mailing labels. hard-to-reach places. standard tape boxes. 
MAGUG wien ks kg.3/2.29 | 44-1093.......... Pkg. 100/2.49 | 44-623 ........... Pkg. 20/1.99 
See Our Complete Line of Tape Decks, Portable Tape Recorders and Personal Portables 39 


DEPENDABLE statin FOR STAGE, STUDIO AND HOME 


Versatile Stereo Microphones Simplify Recording— 
Two Elements in One Housing for Easy Positioning 


49°95 Deluxe Dual-Pattern Electret Condenser 








Two sensitive electret elements and a special matrix circuit let you 
select “normal” pattern or “wide” mode to enhance stereo image with 





larger groups. 30 to 15,000 Hz response. 600 ohms. Wire mesh screen 
cuts wind noise. On/off switch. 20cm long. 3m cord with two %” phone 
FOR '84 plugs. Includes vinyl case, stand adapter. Requires ‘‘AA”’ battery. 
OED 6.6 WR 40.0 4k ORES Soe SED ole Os eens Wan Peele 49 
39° Ultra-Compact Stereo Microphone 


Dual back-electret elements provide excellent response to transients— 
the fast-rising peaks that give sound its ‘‘live’”’ quality. Cardioid pickup 
pattern. 50 to 18,000 Hz. 600 ohms. Adjustable desk stand also has 















: , STILL AT standard 5/s”-27 threads. On/off switch, foam windscreen. 13cm long. 
=| + | ae 1983 2.4m cord with two 1/8” plugs. Requires ‘‘AA”’ battery. 
‘ a 2 er re Sere rere t Sere eee re eee 39.95 





| | « 
bays 


Lda ’? 495 Dual Heads—lIdeal for Portable Recorders 


Each electret condenser head adjusts up to 90° for optimum stereo 
separation—ideal when recording large musical groups or confer- 
ences. 50 to 15,000 Hz response. 600 ohms. Built-in stand. 14.2cm long. 
2m cord, two 1/8” plugs. Two foam windscreens. Requires ‘‘AA”’ battery. 
ee ep Seals. 6 24.95 


AY 


Unidirectional Dynamic 


95 “| Realistic Highball. Great for PA and hand-held 
vocal use. 80 to 15,000 Hz response. On/off 
switch. Selectable high/low impedance— works 
with all types of equipment. Low-impedance (XLR) 
capability 16.5cm long. 4.8m cable with %” plug, 
Seg vinyl case, stand adapter. 


. 59.95 Cardioid Omni 


a Cardioid or Unidirectional. 
tS Pickup pattern helps reduce back- 
Bl [car price] Cardioid Dynamic With “Pop” Filter ground noise and feedback. 


Omnidirectional. Wide pickup 


[B] Special wire-mesh grille cuts wind noise—per- 
attern, equal response from all 
3495 :. fect for vocal/outdoor use. Die-cast body. On/off | Siections ‘ 


switch. 50 to 15,000 Hz. XLR capability. 17.8cm 
long. 3.6m cable. %" plug, stand adapter. 2-Way Use! 
SOOT ois eck sr ee 34.95 





] NewLowprice Super-Cardioid Dynamic 


95 ©) Excellent for PA or recording. Tight directional #33-984 and 33-1071 are adap- 

29 pattern minimizes feedback. Built-in windscreen. table to “‘pro’’-type XLR ancy 
BO to 12,000 Hz. 600 ohms. On/off switch. 17.8em |  ° Output. See page 96 for XL 

Was 34.95in Ong. 1.8m cable with V4” plug, stand adapter. connectors. 

"83 Catalogue 33-9026... 62k ccc cccuess bias paca 29.95 


carenice}| Low-Cost Omnidirectional Dynamic 


9 4 5 (0) Realistic Highball-2. Wire-mesh windscreen 





Acoustic 
Foam Windscreen 


with internal filter reduces ‘pops’. Chromed body. 
on/off switch. 50 to 13,000 Hz. 600 ohms. 21.8cm 
long. 1.8m cable with Ya" plug, stand adapter. 


Heavy-Duty S9080C ie Ee cits most microphones. Stops wind 


Metal Cases and breath “pop”? 33-373 ....1.99 





40 See Tandy’s Complete Line of Public Address Equipment and Accessories — Pages 43-47 








VALUES IN SPECIAL-PURPOSE & REPLACEMENT MIKES 
Dual-Pattern Electret Mike Amazing PZM® Mike—A Performance Breakthrough! 
For we bia: Video Cameras 


Available NEW 
October 15, 1983 ip 4 95 


e Eliminates “Echo” Effects 
Caused by Reflected Sound 


¢ Dramatically Increases i 
; Available 
Clarity and Range October 30, 1983 













| inclagha. 


Foam Windscreen Mb y Realistic PZM Microphone. An important step forward in 


microphone performance—brought to you at a great low price 
by Tandy. Unlike conventional mikes, the PZM reacts to sound 
in much the same way as the human ear, so placement 
problems are minimized. Just put the mike where you hear the 
best sound and you'll capture it! Provides superior coverage 
in large rooms or on stages. 20 to 18,000 Hz response. 600 
ohms. Element is mounted on a metal plate, 14 x 12.4cm. 5.5m 
cord with %” plug. Power supply box near plug has on/standby/ 


FOR'84 








With Carrying Case, a — anton lel 
Long and Short Cords, Revolutionary Design Cancels _ off switch. Requires “AA” battery. 
Camera Mounting “Boot” Srhaute st Gaund Retections 90000 ieee cee recon ds cits ee 49.95 
oe PZM is a Trademark of Crown International 
The perfect mike for video recordists! Has a super- : : : ; 4 
directional ‘‘telescopic’’ pickup pattern and a_ | Electret Tie-Clip Microphones Pocket-Sized Binaural 
“close-up” pattern, switch selectable. 80 to 12,000 — “Hands-Free” Convenience! Amplified Listener 


Hz. 600 ohms. 45.7cm camera cable and 5.5m exten- 
sion with %” plug. 28cm by 2.2cm diameter. Re- ee his 


quires ‘‘AA”’ battery. 33-1062............ 59.95 y] 435. ue 8 SS sniatanneenneasl idl a 
Ultra-Slim Electret Omni nt eee | 


all (f MAK MAY 
i) 5 a f ce 
if . leis be — — 
: p : ; * HE -BOO5t - 
sie i Ter) oor peat 
idigenr : oC Ms aN 


_ Less than 85g, yet delivers 
Hz, 600. ohms. On/ot 
Az, ) ohms. On/o ma | 
switch. 15cm long. 2.7m ae vi ig oar Use 
cable, %4” plug. With bat- NEW LOW PRICE - ~FREALISTIC.. it iniature 


_tery.33-1050 .....21.95 Adjustable Stand 95 BINAURAL AMPLIFIED LISTENER Stereo Headphones 
For Hand, Table or Lavalier 12 | ee 
7 Was $14.95 in NEW 2495 
1983 Catalogue FOR'84 


qQ95 
1 9 Omnidirectional. 30 to 12,000 Hz. 600 ohms. | amplifies the sounds around you for easier listen- 
Metal case, only 2.2cm long. Includes 3m cord, | ing. Two directional mikes and dual-channel (bi- 
Realistic MC-1000. Slim ‘/a" plug, '/e” mini plug adapter, long-life mer-| naural) design provides natural sense of 
omnidirectional dynamic cury battery. With clip and tie pin. direction. Separate volume controls for each 
mike with 150 to 10,000 Hz BS-1056 2. cece eee teen ee 24.95 | channel. High-boost switch compensates for 
response. Impedance, 





yak BEE. co 





nen, Weegee 3 { 








Fastens to tie or lapel. 30 to 12,000 Hz, 600 | ear’s lack of sensitivity at high frequencies. 





10,000 ohms. 13cm long. oad ohms. Metal case, 1.2cm long. Includes clip, 1.8m | 9.5 x 6.3 x 1.9cm. Requires stereo headphones 
1.8m cable. %4” plug. Includes Neck | cord with '/e” mini-plug and long-life mercury | with '/s” plug or adapter and two ‘‘AA”’ batteries. 
33-990 ......... 19.95 Cord and Desk Stand Datery. a-10068 .... 2 1a.00t $3508 kk... 24.95 


Electret Condenser 
Omnidirectional _ 


Has 1/8" mini-plug for audio, submini plug for Mini-plug for audio, submini for remote on/off. 100 Dynamic sound quality at the price of a crystal 
remote on/off. 20 to 13,000 Hz. 2m cord. to 11,000 Hz response. Low impedance. Includes 150 to 10,000 Hz response. Mini-plug for mike, mike. Mini-plug for mike, submini plug for re- 
With stand, windscreen, battery. 2m cord, slip-on desk stand. submini plug for remote control jack on record- mote control. 1m cord. give -on stand. 

33-1040 ; ers. Desk stand. 1.8mcord. 33-1034 ..... 8.99 0 | ; . 4.99 





Now Nearly 350 Tandy Stores and Dealers Nationwide — We’re Near You «A 


FM WIRELESS AND BATTERY POWERED INTERCOMS 


3-Station, 2-Channel 
System with 
‘*Call-Tone’’ Signal 


1192 oe 


Adjustable Squeich for 
Noise-Free Operation 









Top value! Talk with either sta- 
tion without disturbing the 
other. Lock position provides 
hands-free talking or con- 
tinuous monitoring. Call-Tone 
button, channel selector and 
volume control. For desk use 
or wall mounting. 4.5 x 8.9 x 


17.5cm. 
RS-21F 5 xan Set of 3/119.95 
Wireless FM Monitor = 
System Doubles As a — RISE 
Convenient One-Way ————————— 
‘‘Intercom’”’ —————S 
TT 
[annem \ 
95 => 
Set ——— 
LTR Re, 
Keep an ‘Ear’’ on a Child’s eee } 
Room While You are Cooking, ===: 
Cleaning or Just Relaxing a a 


A low-cost monitoring system that 
lets you ‘‘babysit’’ from another 
room. And you can use it as an 
intercom for one-way messages 
— ideal for shut-ins. FM system 
minimizes interference — receiver 
remains silent until transmitter 
picks up sound. Receiver has on/ 
off switch. Receiver has on/off 
volume control. No wiring needed 
— just plug in. 4.8 x 7.7 x 3.8cm. 
OURO ie vie wae wrens s Set 44.95 





Save Time and Steps 
with the Push of a 
Button 


= a 


3 Sore 


A ‘whole house”’ system. Selector knob on master chooses remote #1, 
#2, #3 or standby — no other station can listen in. Press Talk-Bar on any 
remote to signal master. Master 4.5 x 10.4 x 12.4cm. Remotes, 4.5 x 7.6 x 
10.4cm. With three 20.1m cables. Requires 9 V battery or AC adapter. 
SSRIS s 666 su ex hweeres ae bead Ged vane SED Vee Seaweeds 32.95 












Battery-Powered Wired Intercoms 





Deluxe 2-Station With Lighted Talk-Bar 


84° 


Pair 





A real step-saver 
system. And easy to use — 
just press Talk-Bar to speak, or 
Lock Bar for hands-free talking or 

continuous monitoring. Lighted Talk-Bar doubles as nightlight. Each sta- 
tion has volume control, Call-Tone button and adjustable squelch. Ideal 
for desktop. 4.5x 17.2 x TOMBE ee ine vaso weed 84.95 


Exciting Value in a 2-Station System 


QELS een Tp er creat 


————— —— ae 69°° 
2m Pair 
Compact—lideal for 


Desk Use or Wall 
Mounting 





Reliable communication at a bargain price! Easy-to-install — just ay in- 
to AC outlets. Call-Tone alerts other station. Lock position a hands re 
talking or continuous monitoring. Volume controls. LED * Maneicator. 
ATX T4.S% TOSCO QO gnc picie ee 6.0 v.00 0k We bie lSele wre " Pair 69.95 







Pair 


e With 20.1m Cable 


e For Desktop or Wall 
Mounting 









Ideal for home, as well as campers, motorhomes and boats. Remote can 
signal Master even when system is ‘‘off’’ 4.5 x 7.8 x 10.4cm. 
ge APE ee Tee Ee Se ee Tee ee ree er Te ee 18.95 





42 Tandy’s Wireless Intercoms for Complete Room-to-Room Communications 






FOUR REALISTIC® WAYS TO EXPAND AUDIO SYSTEMS 


Stereo Mike/Tape/Phono Mixer 





119°” 


Headphone 
Monitoring of 
Turntable and 
Tape Inputs 


Ce : . 
; 
aed eee : aT ay 


STEREO MIXER 


A neat way to add some life to your next party! Mix or “segue” two turn- 
tables, a tape deck and stereo mike just like professional DJs. Five 
Glide-Path® controls and dual VU meters give you precise level settings. 
Magnetic and ceramic phono inputs, “Cue” function for monitoring, tape 
in and out, '/4” stereo headphone cue/monitor jack, '/4” mike jacks, 
battery-test button. Response: 20-20,000 Hz. Output level: 0.7 volt. 7 x 26.6 x 
19cm. Requires four ‘‘AA”’ batteries or AC adapter. 32-1100 ....... 119.95 


MIO, SAEED brain hes hie)) 2s cinas 64. eKe dive Shue & 05.5 ie aeons 9.95 


Low-Cost Stereo Microphone/Line Mixer 


36° 


Mixes Up to 
Four Mikes and 
Line Inputs 
Simultaneously 


~ STEREO MICROPHONE ives 





Ideal for adding extra inputs to a tape recorder or PA system. Four Glide- 
Path controls, stereo/mono switch, LED battery-test indicator, mike level 
output. 7x22x12.7cm. Requires 9V battery. 32-1105 .............. 36.95 





Miniature 
Tie-Clip Mike 


24° sx 
¢ Transmits to Any 


WMS : : Standard FM Radio 
- = «©° Tunable 88-108 MHz 


rune son Not D.O.C. Approved 


Es 
at! % 
at ail * 


High-quality mike transmits 
up to 76.2m outdoors. Has 
built-in tie clip for added con- 
venience.4.4x1.9x1.6cm._ In- 
cludes tuning tool, battery and 
instructions. 

POP TOTD 6. 0 se awe ae 24.95 


FM Wireless Microphones for Lectures, Stage and Public Speaking 
Two-Piece Wireless FM Microphone System 


¢ 49 MHz With Crystal Control 


¢ Matching Receiver Connects 
To PA Amplifier, Recorder, 
Or Hi-Fi System 


e Up to 30m Range 


Ideal for lecturers, teachers, and public speakers! Compact trans- 
mitter with sensitive electret tie-clip mike is no larger than a pack 
of cigarettes. Has volume control and on/off switch. Specially 
designed receiver features dual conversion and a ceramic filter to 
help prevent interference. Has LED “On Air’ and power indica- 
tors. Adjustable controls for squelch and output level. Receiver: 
5.7x17.1x14.6cm. AC operation. Transmitter: 5.9x9.5x2.2cm. Re- 
quires two ‘‘AA”’ batteries. 32-1220 ...........2 0 eee eee 99.95 


Studio-Quality Stereo Mixing Console 


189°” 


e Lighted Meters 
e Three Mike 
“Pan” Pots 
e Seven Glide- 
Path Faders 
¢ Built-in Cue/ 
Monitoring 
System 









Use this professional audio console to tape from multiple sources, control 
audio at live performances, or blend turntables, tape decks, mikes for DJ 
programs. Handles three mikes, two magnetic or ceramic turntables and 
two tape decks. three ‘‘pan’” pots adjust each mike’s apparent position in 
the stereo image. Cross fader, master fader, separate jacks for tape record- 
ing and main output, '/4” headphone jack with adjustable cue/monitor level, 
two ‘‘cue’” pushbuttons, mono/stereo switch. Response: 10-30,000 Hz. 
7xX27x21.6cm. AC operation. 32-1200 . 2... ce nee 189.95 


Amazing Electronic Reverb Unit 
NEW LOW PRICE 
Was $64.95 in 


vie 99> 


Adjustable Delay (5-95ms), 
Depth, Mike Level & Repeat 
Glide-Path Controls 





Add echo and reverb to “‘live”’ vo- 
cals, recordings, or musical instru- 
ments. Works with tape decks, PA 
or guitar amps. Jacks for line in/ 
out and Y%” mike in/out. 6.4x16.8x12cm. Requires six ‘‘AA”’ batteries or 
IG POGEIOr Dare FIG 6 iso ORF te ace Cokes ne Ale Cee eels 59.95 


Pike PRE STS OGSS oie eo ON hae i va ce Pn aE Cees 12.95 







99°° 






D.O.C. Approved 













Shop Tandy for all Your Audio Equipment and Accessories 43 


REALISTIC® PA AMPLIFIERS ARE SOUND INVESTMENTS 


Professional 80-Watt 
Sound Reinforcement Amp 


369°° 


¢ Power Meter Monitors Output Level 

¢ In/Out Jacks for Equalizer, and Reverb 
¢ Cue/Monitor Selector for Headphones 
e Mix Bus Jack to Stack Extra Amps 

¢ Spring-Loaded Speaker Terminals 

¢ Convenient Cord Storage Posts 





Realistic MPA-80. The performance and portability you want ina PA amplifier! Plenty of 
- power to fill large auditoriums—great for live bands. Four hi/lo impedance mike inputs, 
1%" Mike Jacks and XLR-Type each with aux input and Glide-Path® level controls. Two magnetic phono inputs let you 
Connectors for “Pro” Mikes mix and fade two turntables. Monitor selector makes cueing easy—listen through 
headphones to each individual input or overall mix. Master volume with memory ring, 

: porns ia sinner lighted power meter, LED clipping indicator. Overload protected. 
a IRR Epler RE Pee erate {nase Bee Vik RRSP Ore © ieee 8 ee ale ea 6 ee 


WS Oho Acs Frequency Response: 30-20,000 Hz. Power: 80 watts rms at 4 ohms. Outputs: mix bus, EQ 
OOD. e fev < @ in/out, quick-connect terminals, two %” jacks for 4 to 16-ohm speakers, %” headphone jack. 
e Power Requirement: 240VAC, 50 Hz, 200W. Size: 11 x 37 x 26.7cm 


= sate aeons i 










Compact 35-Watt PA Amplifier Features Remote Priority Override 


95 ¢ Perfect for Medium-Size Auditoriums, 
1 g Churches, Paging and Background Music 
¢ 70-Voit Output for Multi-Speaker Systems 


Hoe tT 
ee ig eee oh 









para peor 








Realistic MPA-35. Superb sound at low cost! Ideal for many PA 
applications. Three mixable Glide-Path controls for Mike-1, Mike-2 
and phono/aux. Built-in preamp for magnetic-cartridge phono. Re- 
mote control terminals for Mike-1 override of other inputs during 
paging. Master volume control with memory ring, tone control, LED 
power-on indicator. Metal case. 32-2027 ............... 199.95 
Frequency Response: 150-12,000 Hz. Power: 35 watts rms at 8 ohms. Outputs: 


4, 8, 16-ohm speakers, 7OV line, two screw terminals for remote priority switching. 
Power Requirements: 240VAC, 50 Hz, 120W. Size: 11 x 26.7 x 19cm. 






. 1 49°° e Accepts Either Hi or Low-Z Mikes 
i ¢ High-Level Phono/Aux Inputs 

















ey SOLID STATEPA AMPLIFIER Realistic MPA-20A. Incredibly versatiile—you can use it 
ystic- MPA-20 OV Te) * seal iy anywhere! Three mixing controls—two mikes and dual- 
—FREA i wipatgaen eee CHES function phono/aux. Master volume and tone controls, LED 










sates) “ROPHONE Z 
‘ MICROPHONE } MIC 


power indicator. Metal case. Includes mobile mounting 
bracket, 12VDC power cord with cigarette lighter plug. 
EUS cred 5S ome Dew ae Ke 4 Meee See ee eee 


Frequency Response: 150-12,000 Hz. Power: 20 watts rms at 8 
ohms. Outputs: 4, 8, 16-ohm speakers, 70V linePower 
Requirements: 240VAC, 50 Hz, 40W, 12VDC neg. gnd. 3.5A. 

Size: 11.5 x 26.5 x 19cm. 















Nearly 350 Tandy Stores and Dealers Nationwide — We’re Near You 





INDOOR AND OUTDOOR PA SYSTEMS AT BIG SAVINGS 


“Singer’s Choice” 








y 80-Watt, 2-Mike “Club System” “Toastmaster’s” Special 
AP Save Save 
$430° $9375 


Reg. Separate Reg. Separate 
Items 1109.65 Items 722.75 


979" | 629° - 









Save % 


$ 35 
— 1 629” 


Items 1849.35 








* MPA-80 Professional PA Amplifier 





¢ MPA-80 Professional PA Amplifier ¢ MPA-80 Professional PA Amplifier ¢ Folding Microphone Stand 
e Four Cast-Base Microphone Stands ¢ Two Cast-Base Microphone Stands ¢ Highball Dynamic Microphone 
¢ Four Highball Dynamic Microphones ¢ Two Highball Dynamic Microphones e Two PA-800 Portable Column 
¢ Four PA-99 Portable Column Speakers ¢ Two PA-99 Portable Column Speakers Speakers 
Performer’s Portable System Office Paging/Piped Music Meeting Hall System 
System 
Save y 





lied: Save $64“ Save Reg. Separate 469°° met 


.39 
Reg. Separate $64°° Items 533.3 


$6375 “. ee 

ai Items 563.44 
Reg. Separate 00 
Items 552.75 A99 


4s9” | \ 
em TH 


, | ¢ MPA 35A Amp « Desk Stand a. 
¢ MPA-35A Compact PA Amplifier am tte ¢ TM 102 AM/FM Mini Tuner ¢ MPA-35A Amp «¢ Two Floor Stands 





¢ Folding Microphone Stand »& ) “ e Six 10-Watt, 70-Volt Transformers e Six 10-Watt, 70-Volt Transformers 
¢ Highball Dynamic Microphone’ ¢ ¢ Cardioid Mike ¢ Two Cardioid Microphones 
¢ Two PA-800 Portable Column Speakers ¢ Six 20.3cm Wall Baffle Speakers e Six 20.3cm Wall Baffle Speakers 





Sports Announcer System _ Low-Cost Paging “On-the-Go” PA 






Reg. Separate 





¢ MPA-35A PA Amp Res: Separate 





- | Items 224.80 a 
¢ Super Cardioid Items 389.70 | © MPA-20 PA Amplifier : : Reg. Separate a : 
_ Microphone | © Cast-Base Desk Mike Stand _ 'tems 292.65 ¢ MPA-20 PA Amplifier 199° 
¢ Four Powerhorn® 349° | * Highball-2 Microphone — 259° * Highball-2 Microphone 

— - 20.3¢m Speakers : | ¢ Four 20. 3cm Speakers — 7 * Two 12.5cm Powerhorn Speakers 


a 70V Common Line Transformer for MPA 80 Now Available from National Parts 





SHOP TANDY FOR SOUND BUYS IN P.A. EQUIPMENT 


High-Power Portable PA Sound Columns 


Use for Voice or 
Music in Schools, 
Clubs, Stage Shows, 
Sound Reinforcement 
On the Road 


Pee te 


Two Heavy-Duty 

254mm Woofers, 

Solid-State Piezo 
Horn sro 


[A] 27192 9° 


Two Heavy-Duty 
200mm Woofers, 
Solid-State 
Piezo Tweeter 


129°: 
NEW] <_ | 
5 ‘. 


[A] Realistic PA-99. Efficient, integrated speaker system features the latest ad- 
vances in audio technology for high-definition sound and music reinforcement. 
Wide 90-20,000 Hz response. System sensitivity: 94 dB (SPL at 1 M/1 W). Rugged 
vinyl enclosure with strong carrying handle and protective metal corners. Power 
handling capacity: 160 watts. Has 1/4” jack, two spring terminals. 8 ohms. 
PEAK GONL 4 CCIM. QIU NO le He ean eels Wiaik e ie -8 » elon aco piatels eae eee i 


[B) Realistic PA-800. Designed for ‘‘natural’’ sound reinforcement! Controlled 130° 
sound dispersion maximizes coverage pattern, minimizes feedback for easy mike 
placement. Smooth 140-18,000 Hz response. System sensitivity: 96 dB (SPL at 1 
M/1 W). Black vinyl enclosure with carrying handle, protective metal corners. Power 


handling capacity: 75 watts. Has 4” jack, two spring terminals for easy hookup. 8 
OrNIG: Fee: 4K 1 LCN. MOTOS os cis nav ene cess ebeee ea ep een 129.95 


Multi-Purpose Weatherized Ada igh Speakers 


o- eens a gna Mines epee gy ok 
: . aD ESS 





e983 AT| 200mm Horn 
1983 


CAT. —- 2) 399 5 





1B} 127mm 
Horn 


24°: 









Cc e " 
[Al Waterproof, dustproof, shockproof. 16° 


Mounting bracket. 15 watts. 8 ohms. 


So iO Se ae nae ae wee 39.95 100mm Horn 

[B] All-metal, rust, shock and weather re- [c] Ideal for CB and PA extensions. Use 
sistant. Mounting bracket. 8 watts. 8 indoors or out. With mounting bracket. 8 
ONS. 401200: ig ise vaca wee » 24.95 yee | ) ? ee 16.95 





Die-Cast Metal 
Wall-Mount Speaker 


8993 
Each 


e 40 Watt Power Capacity 

¢ Long-Excursion 100mm Woofer 
¢ Soft-Dome 25mm Tweeter 

e Acoustic Suspension Design 





Realistic Minimus®-22. Ideal sound reinforcement/distribu- 
tion systems where full high-fidelity reproduction is important. 
Perfect for doctor’s or dentist’s office, professional suites and 
conference rooms. 8 ohms. Hanger slots, spring terminal 
connectors. 26.4x12.5x7cm. 40-2038 .............. 89.95 


200mm Wall Indoor/Outdoor 
Speaker/Baffle | Speaker 






95 Moisture si: 
26 | Proof Housing 
Mounts easily on the wall 14°° 


of any room. Has hand 
ivi volume eet Keyhole slots and hardware for 
8 ohms. Walnut vinyl. | @aSy wall mounting. 8 ohms. 


3 100mm driver. 12x14x7.6cm. 

hs i a aalled es Be 5 ee 14.95 
70V Line “XLR” Audio. 
Transformer Adapter is 








STILL AT 
1983 
CAT. PRICE 


: ~ 1995 


ASF to '/4” plug. Adapts low-Z 
balanced to high-Z unbal- 
anced. 274-016 ....... 12.95 
“XLR” Audio / » 
Extension “ ~ 





6° STILL AT 4 
1983 A 
CAT. PRICE) 99 
For Multi-Speaker e y 


Systems 
For equipment requiring low-Z 
Taps: 10/5/2.5/1.25/0.62 | balanced input. For extended 
watts. For 4/8/16 ohms. | cable runs use with 274-016. 
oD 9 Aaa a sy 3 5 Wy ail aa ae 9.99 


Get it on “Credit” — Bankcard And American Express Welcomed at Most Stores 





IMPROVE YOUR PA SYSTEM — QUALITY ACCESSORIES 


Hand-Held PA Megaphone 


49°° 


e Trigger-Grip On/Off Switch 
e Handy Thumbwheel Volume Control 






Powerhorn®. A completely mobile PA system that’s 
ideal for sporting events, picnics, rallies. Makes your 
voice intelligible up to 100 metres away. Requires eon 
‘“AA”’ batteries. 32-2029 49.95 


Low-Cost One-Watt System 


26°° 


e The Ideal Take-Along 
e Compact and Lightweight 
Available October 15, 1983 


Realistic Amplified 

Speaker System. Portable 
sound wherever you need 
it! Tone and volume con- 
trols, 1/8” mike, aux jacks. 
17x12. 7x10cm. Requires 
four ‘‘C’’ Seg or AC 





adapter. 32-2031. . .26.95 
pean AC Adapter 
c= 5 RRND Te ea 9.95 
Slip-In Mike Clamp-On 
Stand Adapter Adapter 





499 


Holds regular mike or clamps 
to stand for side mounting. 





299 


Design holds most mikes. 


For use with std. 5/8”-27 | Std. 5/s”-27 threads. 
thread. 33-371 ...... FOG) SRIT2 oben aca 4.99 
5/3” Screw Flange | 13” Gooseneck 
STILL AT| | St, 
1983 | 


CAT. PR 


3°° 


Die-Cast Construction 

Attach mike to desk or lec- 
tern. Standard 5/s8”-27 
thread. 33-332 ....... 3.99 





It’s 
Flexible 





Position mike in any direc- 
tion. Standard 5/s8”-27 
thread. 33-330 ...... 7.99 


Portable PA System 
Plays Popular Tunes | 


49°° 


e 94 Pre-Set Tunes and Space 
For You to Program 5 More! 


e Plays Up to 80 Notes Per Song 


=} ool 
« po 
\ \ oa 


peng al 191. 





FOR'84 





Musical Powerhorn®. Play everything from college § 
fight songs to classic and pop tunes—even Christ- ~~ 
mas Carols! Projects your voice up to 100 m at sport- 
ing events, picnics and rallies. Easy pushbutton 
operation. Includes song list, removable shoulder 
strap, power-on indicator, on/off switch. Requires 
eight “AA” baiieries. 32-2030 ........... 49.95 


Portable 12-Watt PA System 


‘Shee 14995 


LOW PRICE 

¢ P.A. System Complete with Mike 

¢ Powerful 165mm Woofer, 32mm Tweeter 
e¢ Microphone and Line Inputs 


Realistic MPS-20. Big sound, yet easy-to- 
carry! Amplifies instruments like guitar, syn- 
thesizer with virtually no distortion—even at 
higher volumes. Aux jack accepts high level 
sources or tape deck; mixes with mike input. 
Volume, tone controls. Rugged design, metal 
corner protectors, carry handle. 29.2 x 22.9 x 
16.8cm. AC operation or 12VDC with optional, 


Was $154.95 in 
1983 Catalogue 


























COND, Pet bs bi ck ke cen scbea uss 149.95 
12VDC Cord. 270-1533 ............. 5.99 
78.7cm Mike ) Portable Folding and | 
Boom Adapter ‘|| Cast-Base Mike Stands 
1 95 NEW LOW PRICE Five 
4% | STILL AT | 29°95 Chromed 
il 1983 (| Legs 
Chromed Tube, ——— Was $36.95 in Provide a 
Built-In Counterweight | 1983 Catalogue Stable Base 
Independent a pvangle || NEW LOW PRICE 
adjustments. Std. 5/s”-27 | 
threads. 33-344A ... 19.95 32°° Legs Fold Oy 8 
: For Storage 
Desk Mike Stand Was $39.95 in 
Padded Feet . 1983 Catalogue : 
NEW LOW PRICE aye eee ae 7 





“Sure-Grip” Clutch 


. 
9°5 Adjusts quickly from 86cm to 162cm. Low-profile 
black cast-iron base has protective rubber feet. Stan- 
‘n''89 Cat. dard 5/8"-27 thread. 33-320...........0.05- 29.95 


[B) Ideal for portable PA or recording mikes. Positive- 
action clutch adjusts instantly from 81cm to 144cm. 
Has protective rubber feet. Standard 5/8” -27 thread. 

EE REE eee re 32.95 


Cast base with 10.2cm chro- 
med tube. Standard 5/8” -27 
thread. 33-370 ...... 9.95 


Nearly 350 Tandy Stores and Dealers Nationwide — We’re Near You 47 


HIGH-POWER IN-DASH AM/FM STEREO CASSETTES 
Our Best! With Dolby*B Noise Reduction and Computerized Memory Tuning 


329° 


VOLUME —-@h-iRtiAS'S TREBLE iy ee 


Push PREQ- ne ANCE eee | SEARCH 


NR MTL AM : 


APA 


PAPAL ALL CRY OI 


Reailistic’s finest-ever autosound player has it all! You get digital 
synthesized circuitry for totally accurate tuning and drift-free 
reception. A computerised memory gives you instant, soft-touch 
selection of six AM and six FM stations. You also can scan the AM 
or FM band and stop at each station. The LED display reads sta- 
tion frequency and changes to accurate quartz time after a station 
is locked in. Features easy-to-set time and station memory with 
LED indicator, automatic mono/stereo switching for superior FM, 





e 24 Watts Total Output Power 

e Auto-Reverse Plays Both Sides of Cassettes 
¢ LED Display for Station Frequency and Time 
¢ Pushbuttons for Six AM and Six FM Stations 


loudness pushbutton for better sound at low volume levels, 
separate bass and treble controls and a PLL IC for wide FM stereo 
separation (30 dB). Cassette player has a metal/standard tape 
selector, Auto-Eject at end of tape and when ignition is shut off, 
automatic replay after rewind, locking fast-forward and rewind, 
LED indicators for Dolby NR and tape “‘on’’. And there’s a switch- 
ed power lead for our power antenna or other accessory. Step up 
to the finest in autosound for ‘“‘home hi-fi’ realism! 


*Trademark of Dolby Laboratories, Inc. BEES 0s ah hie Sie oe SE Ss eb vw ke ee a 329.95 
Bee is LED Display and Auto-Search 
Was $289.95 in 279° | : , 
1983 Catalogue r 
ny E VOLUME PUSH RADIO TUNING 
¢ 24 Watts Total Output Power | . & TREE 
¢ Auto-Search Music System Makes it Easy to ect | SAB nib iy 


Find Individual Selections on Cassettes 
AUTO MUSIC SEARCH 
LED frequency display also shows accurate time 
when you listen to tapes, dims for night driving. 
Has Dynamic Signal Enhancer and mono/stereo 
button for great FM, locking fast-forward/rewind, 
Auto-Stop, separate bass and treble, loudness 
button, front/rear fader, recessed time-set buttons. 
068 i 279.95 





NEW LOW PRICE 


269°° 


Was $279.95 in 
1983 Catalogue 


High-Power Pushbutton With Auto-Eject 





A top-performer with wide dynamic range 
and ‘“‘home-quality’’ sound! Impressive styl- 


7p 0” Oe oe —t ing, too. Pushbuttons preset your five 


favourite stations, FM or AM. Stereo/mono 
button for best FM reception. Loudness but- 
ton boosts bass for great sound even at low 
volume. Lighted dial, LED tape mode in- 
Gicator: T2-1He eee eee ee 269.95 





*¢ 30 Watts Total Output * Separate Bass and Treble Controls 
¢ Locking Fast Forward and Rewind ¢ Standard-Size Chassis 


48 - Get it ‘On Credit’ at Tandy — Bankcard and American Express Honoured at Most Stores 


AM/FM STEREO TAPE PLAYERS — FOUR GREAT VALUES 
In-Dash With Pushbutton Radio 





In-Dash Cassette With Auto-Reverse 





KFREALISTIC. AUTO REVERSE 






NEW LOW 
PRICE ¢ 8 Watts Total Output Power ¢ DIN-Size 


e Separate Locking Fast-Forward and Rewind 
1 89°> Was 199.95 
in ’83 Catalogue 


Uninterrupted music! Automatically reverses at end of cassette and 
plays other side. FM stereo indicator, lighted radio dial, rotary vol- 

ume, tone and balance controls, manual eject. Stereo/mono switch 
provides best FM reception. 12-1898 .................. 189.95 


95 ¢ Compact DIN Size « Auto-Stop 
¢ Locking Fast-Forward/Eject Button 
Pushbutton convenience at way below the cost of factory installed! 
You get instant selection of any five stations. End-of-tape Auto- 
Stop in play and fast-forward modes helps prevent tape damage. 
Stereo/mono button improves reception of weak or distant FM 


stations. Has lighted dial, LEDs for FM stereo and tape modes. 8 
WUEIS TONE CUP te Sara Oe pe es Seen ee San 








Compact Under-Dash AM/FM 
Stereo Cassette 


Low-Cost In-Dash AM/FM Stereo Cassette 






FEA LISTIC 


RADIO 





STILL AT| ° DIN-Size 
1 29°° e Auto-Stop at End of Tape 


1 4 ty 5 ¢ End-of-Tape Auto-Stop 
1983 e Space-Saving ‘‘DIN”’ 
eerie) §~=e Stereo/Mono Switch for Best FM 9 


CAT. PRICE Size — Only 10.2cm Deep 






Features stereo/mono switch for best FM reception. Convenient 
locking fast forward/manual eject pushbutton. End-of-tape Auto- 
Stop with LED indicator. 8 watts total output. 45x160x114mm. 

SOSTROS iin kc RU oes Re See Ee ara aaa eels 149.95 


Superb sound and in-dash security—now even more affordable! 
Player starts when a cassette is inserted, stops automatically at end of 
tape. Pushbutton for locking fast-forward/eject, lighted dial, tape and 
FM stereo indicators. Rotary volume, tone, balance and tuning con- 
trols. 8 watts total output. 12-1880 ...................08. 129.95 








HANDY INSTALLATION INFORMATION FOR REALISTIC® IN-DASH AUTOSOUND EQUIPMENT 


Chassis Type Body Size (HxWxD) Nosepiece Size (HxWxD) Shaft Spacing (Adjustable) 






























12-1880 44 x 180 x 116mm 43 x 116 x 30mm 130 to 160mm 
12-1894 50 x 180 x 150mm 49 x 105 x 35mm 130 to 160mm 
12-1896 44 x 180 x 125mm 43 x 116 x 30mm 130 to 160mm 
12-1898 44 x 160 x 120mm 42 x 106 x 36mm 130 to 148mm 


12-1899 44 x 160 x 125mm 42 x 105 x 35mm 130 to 160mm 


12-1903 44 x 180 x 150mm 42 x 109 x 38mm 130 to 158mm 


[DIN} size fits in dash of most European and many larger Japanese cars, many domestic mid-size cars. [MINI] fits smallest Japanese cars, most domestic compacts and subcompacts. [*] Fits 
standard and import-size cars. GENERAL INFORMATION: All players include ample speaker cable, mounting hardware, illustrated instructions, trim plates and nosepieces. For 12VDC 
negative ground only. CAUTION: Do NOT use high-power players with common ground (3-wire) speaker wiring or switches. NOTE: 160mm shaft spacing is standard for most domestic trucks. 





See Our Complete Line of Autosound Speakers and Speaker Systems, Page 52. 49 


UNDERDASH STEREO CASSETTES AND RADIOS 


With Auto-Search and Auto-Reverse With Dolby*B NR and Auto-Reverse 


cal 






STILL AT 


1983 
CAT. PRICE 






Gj ike e Auto-Search Music System Makes 
it Easy to Find Tape Selections 
¢ Convenient Auto-Reverse Plays Both 
Sides of Your Cassettes Automatically 


What a value! This compact player gives you the two handiest 
cassette features at an incredible low price. Auto-Search lets you 
advance a tape to the start of the next selection or replay a 
selection with the toucn of a button. Separate locking fast-forward 
and rewind plus slide-action volume, tone and balance contrals 
make it easy to operate while you drive. Also has LED indicators 
for tape direction and Auto-Search ‘‘on’} manual stop/eject but- 
ton. 3.9x 13.9x 15.2cm. 8 watts total output. 12-1980 ....99.95 


“Super-Mini” Cassette Fits Anywhere 








1983 
CAT. PRICE 





Perfect for Sports 
Cars, Subcompacts 
And Imports 


Fine sound that’s easy to mount under dash, in glove compartment 
or center console. Features end-of-tape Auto-Stop with LED indica- 
tor, convenient locking fast-forward and slide-action volume, balance 
and tone controls. Only 4.4 x 13.3 x 13.4cm. 8 watt total output. 

12-1803 .» 49.90 









69°° 


AM/FM Radio. Din size for in/under dash. Local/DX and Hi/Lo tone 
switches, jack for ext. speaker. Great for truckers — works on 12VDC 
ee negative ground. 4.7 x 16.9 x 12.3cm. 

12-1353 . 


50 


¢ Built-In Speaker 


-- » 69.95 


STILL AT 


STILL AT 


1983 
CAT. PRICE 










& HONG Ss Oi py 
MULEY hh 
* @ ~~ Reverse © 


*TM Dolby Licensing Corp. 


¢ 24 Watts Total Output Power 


e Auto-Search Music System Helps You 
Find Cassette Selections Quickly 


¢ Standard/Metal Tape Selector 


23149°° 


Available Oct. 30, 1983 


Our best underdash cassette gives you three times the power of most 
players—and that’s just the beginning! Dolby Noise Reduction system 
dramatically reduces tape hiss and Auto-Reverse plays both sides of 
cassettes automatically. The Auto-Search, locking fast-forward and 
rewind, and direction-change buttons help you find selections in sec- 
onds, not minutes. Also features separate slide-action bass and treble 
controls, 1/8” jack for stereo headphone, LED indicators for tape direc- 
tion and Dolby. 5.1 x 14.9 x 16.5cm. 

TE 100e Seccvsnens . . 149.95 


Our Lowest Priced Car Stereo Cassette 


STILL AT 


1983 
CAT. PRICE 


59°> Sie ame 


Compact in size and price, yet has all the basic features and 
surprisingly good sound! Auto-Stop in play mode, locking fast- 
forward, pushbutton eject, plus slide-action volume, tone and bal- 
ance controls. Easy to install—only 4.2 x 14.0 x 13.3cm. 8 watts total 
Outout. We-1GOr sa et aa 1. alee 






BALANCE 





Easy-to-Install Radios, Two Excellent Value 


| Tana 
ae OO etna eee 
: 






¢ 10.1cm Speaker 
¢ Hi/Lo Tone Switch 


39°° 


AM Radio. Fits in dash of many cars and under dash of almost all 
vehicles! Great sound at one-third the cost of factory-installed. 
Lighted dial. 12VDC negative ground only. 4.4 x 14.0 x 16.2cm. 
12-1352 . «+ 130.00 


NOTE: All Realistic tape players include mounting hardware, wiring harness with in-line fuse and holder, 
speaker cable and complete illustrated instructions. All for 12VDC negative ground only. 





_ PERFORMANCE-BOOSTERS FOR SUPER AUTOSOUND 


100- Watt Stereo Amplifier for Sensational Sound 


159° 


Boost the power of your tape player or stereo radio with this 
compact amplifier. Features selectable high/low level input 








and works with any autosound system, even separate com- and fuse holders at no 
ponents! Automatic power “ON” switching, built-in noise ort cost! 
filter, fully protected against overload. Only 1% THD at 80 
watts. -60x167x224mm. Includes all mounting hardware 
| (SBGINGOT VETGGG ... «ne eee. 159.95 
40-Watt Stereo Frequency Equalizer/Boosters ao 





Thin Line—Fits 


Five Bands 
oS Under Any Dash 


Fader Control g9°° 


Makes your present system sound far better — adds dynamic range. 
Thin-line design fits under nearly any dash. Fi ive-Level LED power meter. 
Centre frequencies are 60, 250, 1000, 2500, 10,000 Hs. Front and rear 
fader control. Only 1% total harmonic distortion at 30 watts. 
SA PMU UTI, CTO oe vue ue leave eee e see eae 89.95 


Five Bands, 
Bargain Price 


STILL AT 


1983 
CAT. PRICE 








Perfect for avatars using 5 only two speakers! Power plus the ver- 
satility to boost or cut response up to 12 dB at 60, 250, 1000, 3500, and 
10,000 Hz. Only 1% THD at 30 watts. 51x133x152mm. 12- 1863 69.95 


“SuperSmall” FM Converter 

















Easy Plug-in 
Connections — 
Uses Existing 
AM Antenna 


Get in on the music you’ve been miss- 
ing — add FM to your AM car radio! No 
rewiring necessary. Underdash installation. 
60x102K133MM. 12-1950 | wk ce eee es 36.95 






_ NOTE: Beceters rated at total watts rms output, both channels. Boosters and tape players for 12VDC neg. gnd. only, except where pos. gnd. noted. All include mtg. hardware. aes 
Ne ae - CAUTION: Do not use 12-1 865, 12-1862, 12-1863, 12-1860 with ‘common ground”’ (3 wire) speaker hook-ups. 51 





—40-Watt Power 











e 50 Watts Per 
Channel 


e Mounts in Trunk 
Or Under Dash 





Includes 5.4m heavy-duty 
input and output extension — 
cables with all connectors _ 


2.4KHz 6KH2 THKH? 





_ STEREO FREQUENCY EQUALIZER “BOOSTER 


Seven Bands, 95 
Fader Control 99 


Our best! Dramatically improves range and tone. — fills even a ce 
motorhome with great sound. Frequencies are 60, 150, 400, 1000, 2400, _ 
6000, and 15000. Front/rear fader. Only 1% total harmonic distortion at . 
30 watts. 51x140x152mm. 12- ee eye eee) Bee ea ek eeeas +99. 95 


10-Level LED Power | 
Meter on Each Channel 

















Booster 


PD : 
STILL AT wen 


1983 sd NR af 
CAT. PRICE zi Otis 






Improve your dynamic range and sound so you can hear your mune io 
over road and engine noise. Great addition to your car’s stereo 
ae Only 1%THD at 30 watts. 32x102x156mm. 2 
TR a a i a i poe as a eee va aa 9 


STILL AT 
1983 
CAT. PRICE 






Ideal for Weak Signal Areas 


FM Booster. Six dB amplification brings more station in clearly 
on your FM radio. Dual-polarity 12VDC pos. or neg. gnd. oye in- 
Stallation. 25x89x60mm. 12-1873 .............0 eee 9.95 


MATCHED STEREO SPEAKER PAIRS TO FIT MOST CARS 


© g_ 3-Way 13.3cm Flush Mount | Our Finest 3-Way 15 x 23¢m__ 
( \@ Speaker System | Flush Mounts oo 
, &™ 


yi ii «i ae 
95 139° Aes | | 


Pair e 7.6cm Midrange 
e 4.4cm Tweeter 


a ° 15 x 23cm Polypropylene 
aaa 6 Woofer Resists Moisture 

80 Watts Power e 120 Watts Power Handling Capacit 
Handling Capacity Te 
The deluxe hi-fi speaker system really makes high-power autosound equip- | Superb flush-mounts deliver full-range sound to A. : 
ment come alive! Boasts individually mounted 13.3cm woofer, 6.4cm 18,000 Hz. 20-0z. magnets for fantastic bass a , 
midrange and 5cm tweeter, with electronic crossover. Fits standard 15 x 23cm response. Mesh grilles. No retainer rings re- “Gy 
Oe FOX TTC. FRO UOO 6c kot weeds bce d bes cinna Pair$9.95 | quired. 12-1857 ............... Pair 139.95 


-Way 14cm Surface Mounts _ 3-Way 14cm Flush Mounts 


95 60 Watts Power 
89 Handling 60 Watts Power 
a" Pair Capacity 95 Handling Capacity 


These superb speakers feature 2 ; 

: individually a mied vara High-powered hi-fi sound! Big 14cm air- 

= woofer, 5cm tweeter, open- suspension woofer and 567g magnet. 
2.5cm voice coil, 5cm midrange, 2.5cm 


mesh grilles, electronic 
| crossover network. 7.5 x 24 x horn tweeter, electronic crossover. No 


16cm moulded housings. 
S.4005 .....,,. Pair 89.95 Oe ventivivessn: Pair 89.95 


to-sem Surface Mounts oe 13.3cm Flush Mounts} Compact 10.2cm Flush Mounts 


gS 40 Watts Power 
A 


Handling ry. 3 95 
Capacity Pair 
Quality speakers 
with cloth-rolled 


[res Moisture | 40 Watts Power 

dual cone and Shields | Handling Capacity 

powerful 227g 95 Included : 
3 é Ideal size for 

Pair imports and 


magnet. Acous- 
tic Suspension 
Bw for deep bass. Only 3.8cm deep — mount | compacts. Dual- 
"M) Durable molded easily in door panels or | cone design, with 
anywhere space is shallow. | 184g magnets. No 
Metal grilles. No retainer | retainer rings re- 


















rr 
See 
cheatin sai seme 












We cided 44% 
 /. AAS 





Snap-On 
Metal retainer rings required. 





Grilles 12-18 














YW housings 
em 19.7 x 19cm. 







40 Watts x 
Power Handling ~ 





12-1849. rings required. quired. 
im ct Pair 39.95 12-1665 ..... Pair 39.95 | 12-1858 .. Pair 39.95 
N ® } Budget 13.3cm Surface Mounts 13.3cm Flush Mount Speakers 
ees AS 
oO 262° a cope 20 Watts Power 95 
4 NN Sd Pair andling Capacity Handling Capacity Pair 
oN W » , Wide-response dual-cone speakers, with 41/.- 
, \\N \ 0z. magnets, mounted in durable molded hous- Buy ’em for miles of listening pleasure! Wide-response 
— ) ings. Easy to install or remove to re-mount in dual-cone speakers with 120g. . magnets. With re- 
\ J your next car. 19.7 x 19cm. tainer rings for quick mounting without removing door 
a 12-1844 _............. ee ee ee Pair 26.95 panels. Metal grilles. 12-1843 ......... Pair 26.95 


o my 7-6cm 3” Surface Mount Speakers | Space-Saving 12.7cm Flush Mounts 


20 Watts Power 20 Watts Power 95 
16? 95 Handling Capacity Handling Capcity Pair 
al An economical way to add fine sound to any car! Enjoy fine car stereo, even when there’s a minimum of 
Small size fits most subcompacts. Wide-range mounting space. Wide- -range speakers include re- 


speakers in durable moulded housings. Heavy-duty tainer rings for quick mounting without removing pan- 
ceramic magnets. 12-1852 .........+. Pair 16.95 els. Moulded vinyl grilles. 12-1851 ...... Pair 16.95 





52 Speakers on this Page are 8 Ohms, Rated in Program Power Per Pair—include Mounting Hardware, Instructions 


VALUES IN AUTOSOUND SPEAKERS & ACCESSORIES 


Famous Minimus® 2-Way Speaker ue is Meet Minimus-7’s 
‘Little Brother’ 


7 95 
Each 
| NEW LOW PRICE 


29. 


Was $34.95 in 
1983 Catalogue 


2125 
Pair Mounting 


y Brackets 
Add big sound to car, van or RV. 
Heavy-magnet 100mm woofer 149° 
and wide-dispersion 25mm tweet- - Pair 
er for response to 20,000 Hz. Die- 
cast metal enclosure. 40 watts. 18 
x 11x 11cm. Realistic Minimus-3.5. Ideal for stereo in small cars. Features 76mm 
Black. 40-2030 ......... ‘ full-range speaker, high-density moulded enclosure with perforated 
Silver. 40-2034 ......... ‘ metal grille. 14x9x8.5cm. 40-1996... 1... cece eee eee 29.95 
Mounting Brackets. Mounting Brackets Fits the Minimus-3.5 speaker only. 
oe ee eee BT oie ie a ees § kik ode lie bse Ee 1 ae bs HE Pair/14.95 


127 x 178mm Speaker 


a 

3 BS 

; ~ 

: % 
J oe 
j 








. Sep. 95 Reg. Sep. 
on 27.90 2 95 3 Set items 43.90 






































Yf ' sila * 50mm Piezo Tweeter ¢ 95mm Piezo Tweeter 7 95 
"/% ¢ 100mm Woofer ¢ 165mm Woofer 1 oe 
ustom design a speaker system for your car. A superbly matched speaker s 
Great 55-25, Hz response! No crossover re- | 50-20,000 Hz response! No crossover required, 
quired, easy parallel hookup. Handles 10 watts. | easy parallel hookup. Handles 50 watts. 85g ceramic magnet with 10 watts power handl- 
EE EE 54.96 | 40-1902/1000. 0 ii ie 33.95 | ingcapacity. 4/8/16 ohms. 40-1261 ..... 11.95 
100 x 150mm Speaker 130mm Speak 127mm Speaker 
Low As 
a eee 3 Low As 
ay 95 
Cee j Each 7. 
ac é «f 
95 | ideal for car doors ee: ae 
a " t  (eateet ae Vaal, 
snd 40-1284 | .| 20 16.95 
Wide-range sound. Handles up to 10 watts. 150g 40-1354 | 283g | 40 119.95 40-1909 |} 150g.| 10 111.95 
ceramic magnet 8ohms. 40-1298 ........ 9.95 40-1241 | 150g 8 | 9.95 40-1240 | 79g.| 5 | 8.95 









100mm Full-Range 
Speaker 


new) «BS 


1 1 95 
ideal for limited space mounting. Handles u —— 
to 2 watts. 15 aa magnet. ' r 141g Magnet. NEW! Dual-cone. 20 watts. 


PR bts ee ee 8.95 Oe ge i se i as 11.95 


89mm Speaker Moulded Grilles 





Fig. | Deseripion | Cat No. [Each 


A {10.20 x 12.7c 40-1291 | 3.29 
B 15.2 x 22.9cm | 40-1337 | 4.95 
C 13.3 x 15.2cm | 40-1290} 6.95 
















Wire-Mesh ae : Stereo =. oelector/| mamma Selector 
Grilles fi Faders % “Fader Sey Switch 
New) 520 NG, | ee was 799 9° | eae 49° 
Ss, | »/ High-Power. Provides front-to-rear Switch from tape to radio using the 
13.3 or 15.2cm. High-temperature | balance adjustment. 40 watts. Select stereo tape or radio. Control | same pair of speakers. Includes 
moulded ‘‘silver’ frame. Dust cover, | 270-048 ................ 11.95 | front-to-rear balance to suit your | hardware and instructions. 
mtg. hardware. 40-1336...... 5.29 | Standard. 5W. 270-047 .... 7.99 | taste. 270-046 ............ O99 | 270-045 cscs... 4.99 


All Speakers & Accessories on This Page, if Applicable are 8 Ohms 53 


AUTO ANTENNAS, CONNECTORS AND ACCESSORIES 


Replacement 
Antenna 
& Masts 


Bl} 


( -——e\\N 


rr 





J - - 
(mr a 2 al 
. 


A. Mast. Fits over ‘‘stub’’ of broken 
antenna. 79cm long, stainless steel, 


ideal for FM stereo. With locking screws. 
TRISTS oe vein seen Hewon wens 9.99 


B. Antenna. One-piece stainless steel; 
for top cowl or fender, 79cm long, ideal 
for FM stereo. 122cm cable included. 
TRIS ZO oo owes cewwe vee a oe 15.29 


C. Universal Pillar Mount. Three- 
section mast extends from 49.5 to 
129.5cm. 167.5cm lead-in. Mounting 
hole spacing from 6.4 to 45.7cm. Fits all 
Japanese cars (except Honda). ° 

PPNORD. 8 % 04s ORES ew OS 10.95 


INEW 
Q| [FOR 84 


PY cee 








Automotive Connectors for Dependable Hookups 






Cigarette Lighter Plugs, Cords and 12VDC Outlets 


Antennas for Better Reception 


eaters I 
CR A ann eterna ieee, 


i 
— 





fr] 


D. 120cm Fibreglass Whip Aerial. Hardware included to make installation easy. Ad- 
justable spring socket base for extra flex. 120cm shielded cable. 12-9541 ......... 12.95 


E. 2m Fibreglass Whip Aerial. Has adjustable spring mount to give extra flex and security. 
All mounting hardware and 120cm shielded cable included. 12-9542 ............. 13.95 


F. 120cm Fibreglass Whip Aerial. Fixed mount type. All mounting hardware and shielded 
CONG: TEGO a i'5 Wars 5 HsS EN Eee TD LSGS UES S HERA § BAWe TaN HOES BES 10.95 


G. 2m Fibreglass Whip Aerial. Fixed mount type. All mounting hardware and roof clip in- 
CHING: TRIOGA 0 6 a:cien caceiace teers eee 8 ORS Wet we Hees 6 OES 9 EEN hae 6 Be 11.95 


H. 110cm Steel Whip Aerial. Stainiess steel rod. Resists rust and corrosion. Spring loaded’ 


for extra flex. Includes shielded cable and all mounting hardware. 12-9059 ......... 8.95 


J. Lock Down Aerial. Protects against theft and damage. 5 piece, extends to 110 cm. In- 
cludes all mounting hardware. 120cm shielded cable. Chrome finish. 12-9057 ...... 8.95 





N. 1.2m Polarized, Fused DC Cable. Replacement for auto 
stereo and CB power cables. 
SPIE ow csinivn. 0 asan kwh tn: Bieta ae a a aiiocn cally aoe -wieleiees 3.79 


O. Quick-Disconnect Plugs. Heavy-duty polarized contacts. 
30.5cm loop of wire with one male, one female connector. 








Trim mag and Knobs for Autosound 


“ — 





AM/FM Power Antenna 
_ Retracts Under Fender 


a S m 


e Prevents Vandalism 


e Requires Only 28.5cm 
Depth in Fender 


Just switch it on and the 
stainless steel mast ex- 
tends over 99cm in 3.5 
seconds. Semi-automatic. 
Manual switch included. 
Fits most cars, trucks. With 
cable, power lead. 12VDC 
neg. gnd. 12-1323 . .44.95 


Extra Shielded Cables & 
3-Way Connector) 



















K. 61cm Inline Extension. Male connector at one end, 











TORU RIQUIOT. TET Ie oases wececse pees ween os 3.29 
61cm Male/Male Extension Cable. 

TRIS icces vies 6 eds o:0dSs ww8s 6 OEE Bee He 3.29 
L. 3.6m Inline Extension. Built-in capacitor. 

FETTON 0 5:2 sk RONG Sawa Weies 8 Sa OREO CRED OF 9.95 
M. Universal 3-way connector connects 2 antennas to 1 
radio input or 1 antennato 2radios. 12-1313 ...... 4.29 













BIOS oi sie a eieus barca teen eeens CxeTA be ees 1.89 ) 
V. Trim Gasket. For in-dash mounting of car stereo units in many late-model cars. 
Je ker/Power Pluas. Fits Realistic? and many other RIOOG 5 6 seas ois ORIG Se eos eee e tenet eet e ence een eaes 2.69 
oo ete = ble . e : UN ace grant Pkg. pha 39 Knobs. Two inner and two outer knobs fit both ‘‘D’’ and split shafts. 
Ws WUIETT BIMGK, STOA2S isin ies wie in Wes ve ce cee kee ais Set of 4/2.79 
Q. 5-Pin Inline Socket With Leads. Mates with Fig. Qand many X. Standard. Chromed finish. 274-426 ........ 0c cece cece re eeee Set of 4/4.49 
speaker harnesses. 274-1215 .........0eseeeeeereees 1.99 | yY.Low-Profile. Chromed finish. 274-427... 00.00.02... 00.0 ec Set of 4/4.49 


R. 3m Extension Cord. For powering accessories. 8 
RINIR THONG: i. cik'n's UW 0 va Adie a Ses x oo ees 8.99 


S. Lighter Plug. Connects accessories easily. Fits 
standard lighter socket. Handles up to 8 amps. 
vag) 18. 3 Be eee ee sg eerie ee 1.79 


T. Heavy-Duty Fused Lighter Plug. Requires 3AG 


Tandy — 10 Years of Value, Service and Reliability 






Z. Magnet Utility Light. Strong magnet attaches light to hood, trunk or auto body. 


fuse. Solder type. 274-335... ........00 eee eee 2.19 
Ideal for emergency repairs. Plugs into cigarette lighter. 3.6m retractable cord. 
I BA 5 gens as eh hae RES Va ou eee 4.99 
U. Accessory Outlet. For 12VDC equipment. Mounts AA. Flexible Map Light. Plugs into lighter. Compact — stores in glove box. Has flex- 
inorunder dash. 270-1539 ..............00s 8.99 ible 12.7cm-long neck, on/off switch. 12VDC. 61-2501 .........ceee eee ees 4.99 


AUTO ACCESSORIES TO ADAPT, ANALYSE & ORGANISE 











Universal DC Auto Fear 
With Six bac ici, co i 


BREW) 
FOR'84 
14° 


e Reduces 12 Volts to 3/4.5/6/7.5/9 Volts 
e Reversible Output Polarity « LED “On” Indicator 


Power your battery-operated radio, tape player or per- 
sonal portable through your vehicle’s lighter socket. Fits 
almost all equipment with a DC input jack and up to 300 
mA current requirement. Protective circuit shuts down 
unit in case of overload. Fused. 183cm cord. 12VDC neg. 


ON. 
















CR, PID. oc US 0 oe a bb dere Mas b058 14.95 
Ss High Power 
6-9-12 Volt 
Adapter 





AB icmoek 17° 


For larger portable stereos, small TVs, VCRs (delivers 
6V at up to '/2 amp, 9V at up to 900 MA and 12V at up to 3 
amps). Four-plug adapter fits most equipment requiring 
a coaxial power plug. Reversible polarity. Fused. LED 
“on” indicator. 270-1562 


12VDC Power 
Cord 





Standard Power Cord. For walkie-talkies, tape players, 
etc. Replaceable fuse. 270-1533 ..........500ne 5.99 


SPST Auto Panel Switches 





[H] Dual Switch Panel. Two switches rated 10A at 12VDC. 
Includes two 12V long-life lamps. Complete with mounting 
hardware. 275-707 6.49 
[J] ee Rocker Switch Panel. Rated 20A at 12VDC. 
Long-life lamp. Quick-disconnect terminals. Mounting 
hardware. 275-704 5.49 
[K) Switch With Pilot Light. Single 5-amp switch with 
12VDC ane assembly and red lens. Mounting hardware. 
275-703 3.89 
(L] Double Under-Dash Type. Two separate toggle 
switches for auto circuits. Rated 5 amps at 12VDC. With 
hardware. 275-702 3.69 


Prices Apply at Participating Tandy Stores and Dealers 





Voltage Inverter 


Auto Headlight Alert 


Reminds You 


a(cyclelice lait 
Alert 






& 
For Cars, 





To Turn Off mw ARCHER > 
Trucks Lights 
and 
Imports Beeps for ten seconds when you leave your head- 


lights on. LED flashes until lights are turned off. 
Self-tapping screws and double-sided tape in- 
cluded. Installs easily in most cars with accessible 
fuse block. 270-110 8.59 


Auto Electrical 
System Analyzer 


Check Your Battery 
And pee i it i 
From Inside Your Car 


Use 12VDC equipment in vehicles with 
12VDC pos. gnd. or 6VDC neg. gnd. 
electrical systems. For Ham equip- 
ment, radios, CBs, tape players. Up to 
3A. Fused. 22-129 44.95 
















Spot problems before you get stranded! LEDs 
show condition of battery, alternator and regula- 
tor. Plugs into lighter socket. 12VDC neg. gnd. 
22-1635 8.95 


Noise ae & Filters 


it 3" tees 


[C] Cable Assembly. Five-pin plug, 
with power leads, four 45.7cm color- 
coded speaker leads. Fused. 





SPER Oe, ety el rine | 11.95 69 Si 
(D) Universal. Fits 4 or 5-pin sockets. Low As 1 Gg i 
Fused. 270-017 ............. 3.49 Resistive Filter. Cuts spark plug noise. In- 
IE] Standard. Five-pin fused plug. | stalls in distributor. 270-012 ........... 1.69 


270-041 3.19 


SCS we RO ce Ce Eee © 4; 8 6.14, 8 Ke 


(G] Capacitive Filter. Install inline. Especially 
useful against stubborn noise problems caused 


4 by ignition systems, fan motors and DC genera- 
Mounting tors. Rated 0.5uF, 40 amps, 60WVDC. 
Brackets Snaps cerning Ne 6.59 


SO ee we me 
C ie ict 
ME 220ME 22min 














ed Nee 


[P] Deluxe Filters. Two L-C sections cut igni- 
tion/alternator noise in CB and Ham radios or 
stereos. Also use with boosters, equalizers. 


10-Amp. 270-051 27.95 
5-Amp. 270-050 18.95 
Noise Eliminator Kits. Each includes filter 
choke, capacitor and instructions. 

Heavy-Duty. 270-030 
Standard. 270-020 


(N] Universal L-Brackets. Fit most ve- 
hicles and equipment. Hardware in- 
cluded. 270-022 Pair/5.79 


Vis cre 28 © £8 € 2 8 6 8 € 2 2 


Universal Brackets. Three differ- 
ent sets with back support/ground strap 
plus hardware. Black. 

270-023 


Oo © PVE Sis le: 4. Bw @ o Ble ere 


TANDY ALARM SYSTEMS FOR A SAFE HOUSE ™ 





16 











24-Hour Protection 


95 Low-Cost, Whole-House Protection for Your Family, 
Home and Property! Easy Do-It-Yourself Installation 


Available Jan. 1, 1984 
¢ Expandable—Add Your Choice of Security Accessories Reg. Separate 


Complete Alarm 
System Package 


¢ Custom Design Your Own Alarm System Items 095 Save 
Protect your property with the same type of system used by 199 *33™ 


professionals! The features you need are built into the control 
panel—you can add alarm bells, sirens and strobes, key locks, 
security dialers, vibration and glass-breakage detectors or motion 
sensors—any of the open or closed-circuit security devices on 
page 111. There are two “loops’’—one instant, and one with 
adjustable 0-45 second entry and exit delays. You can add up to 
ten arm/disarm key switches for entrances. There’s even a panic 
switch circuit that’s armed 24 hours for emergencies. Alarm shuts 
off after five minutes, then resets automatically. System is pow- 
ered by a low-voltage stepdown transformer that plugs into 
DA0VAC outlet, and has battery backup in case of AC failure. Four 
LED indicators in the all-steel control panel indicate system status 
at a glance. Power-on and arm/memory LEDs assure that the 





Cs 


system is armed and working properly. The loop indicator lights Alarm System Panel 
when all detectors are in their normal state, and lets you know if |[B) 30m of Twisted Wire 
you left a window or door unprotected. Separate battery and bell C] High-Security Key Lock 


test buttons and battery indicator. 29.1 x 20.9 x 8.9cm. Backup re- 


quires eight alkaline or ten rechargeable nickel-cadmium “C”’ bat- 
ee Sa ee Ee 169.95 |[E) 2-Sound Electroni 


(D) Four Magnet Switches 


c Siren 





Protect Your Valuable Automotive Investment With Mobile-Alert® Systems 





66 39 
Silent” Alarm With 1 4995 Keyless Alarm System 
Pocket Receiver With Motion Sensor 
You Hear Alarm Up to 0.8km Senses Opening of Hood, Trunk, 
a — Away— The Thief Doesn’t Doors— Warns of Tampering 








No more lockouts! Grips any flat 
magnet-holding surface. Get two— 
for home and car! 49-050 ...1.39 


Mini-transmitter installs under dash and con- | Intrusion or motion triggers loud 3-minute 
nects to radio antenna, sensors mount on | alarm, then resets. Automatically arms 
door post—signals pocket-alarm receiver | itself 40 seconds after last door is closed. 
when your car is tampered with. Receiver, | 20-second entry delay. Control module 
10.1 x 5.1 x 2.5cm. Requires two “AA” bat- | sensor, cables and hardware. 12VDC 
teries. 12VDC neg. gnd. 49-491..... 149.95 | neg. gnd. 49-762............. 84.95 


Keyless Vehicle Alarm System 


uy 49° 


No Keys or Switches to Lose or 
Forget—Armed After Last Door is Shut 


Protection at a bargain price! Alarm delivers 
penetrating sound that can be heard for blocks. 
20-second entry delay and 40-second exit delay. 
With trunk and hood switches, wire, hardware 
and manual. 12VDC neg. gnd. 

49-781 ... 


505 dg 2/2.99 | open circuit. 49-520............. 9.95 - 


ay 29° 


Uses your car’s horn or an op 
electronic alarm. Automatically 





sa¢eeeeees?es 








Design and Install Your Own Alarm System 


tional 
arms 


itself after last door is closed. 20- 
second entry delay. Alarm output han- 
dies 12VDC at 15A. With instruction 
manual and wire. Add accessories 
below to complete your system. For 


POS Be Vc kd sa 49.95 12VDC neg. gnd. 49-751 ... 29.95 
Extra Pin Switches Low-Cost Motion-Detector asiniack 
aaa 299 Sense Movement 995 vena ica 


a, Pkg. of 2 ry 
Mounts easily under hood and can be 


For hood, trunk or doors. Can be | added to any of the systems above except 
used with any system on this page. | #49-762. Adjustable sensitivity. Normally 


Prices Apply at Participating Tandy Stores and Dealers 





EASY-TO-INSTALL MOTION-DETECTOR SYSTEMS 


Our Best—Passive Infrared Motion Sensor 


Exclusive 95 etl IS ee 
Tandy a cues ee 
SS ane =i: See Ra oer 7 
Breakthrough! a es i 
—~ ee icone aa 33 


¢ Latest Technology Protects by Detecting the 
Body Heat and Motion of the Intruder 


¢ Covers 6m Wide by 9m Long Area 


Loud internal or optional external alarm sounds 
when protected area is violated and resets. Arm or 
disarm from keyboard using your secret code, or 
may be remotely armed. 30-second exit/entry de- 
lay. “Walk-Test” lets you define protection area. 
24-hour panic circuit sounds alarm instantly. 
simulated walnut 9.5 x 26.6 x 20.9cm. Battery 
Backup powers system if AC fails (requires eight 
‘‘C”’ batteries). Can be used with optional perimeter Dual Protection! 
accessories. 49-305 ..........eeeeee. 229.95 Passive Infrared Plus Perimeter 





Deluxe Ultrasonic Motion Detector— i 
Also Usable as Perimeter System | | 


e Automatic Shutoff and Reset 


Q5 ° 30-Second Exit/Entry Delay i | ee Hy | 
1 69 e 24-Hour Panic Alarm Circuit nee eae tl nk 4 





e Battery Backup In Case of AC Failure 
¢ No Wiring—Just Plug In and Aim 


Reliable security protection without complicated installation. Arms and 
disarms by a keyboard code that you set. ‘‘Walk-Test’’ defines pro- 
tected area, up to 6 x 9m and sounds a loud, built-in alarm or optional ex- 
ternal siren or bell. Can be used with optional perimeter accessories. 
Simulated walnut finish. 9.5 x 26.6 x 20.9cm. 


ion! 
49-304 Dual Protection! 


Pree ae eo er ee ee ee eer re ee ie re ee re 169.95 Ultrasonic Plus Perimeter 





¢ Detects Intruders U 
95 ¢ No Installation—Just Plug In and Aim NEWS| 4995 To 7.6 metres oe 
e Loud Built-In Alarm ¢ “Walk-Test” Lamp ° No Installation 


Compact and portable—use it on trips or at home. Alarm 





Protects a 6 x 9m area. Motion triggers built-in alarm or optional super-loud sounds three minutes, then resets. 35-second exit delay, 
siren or bell. Alarm sounds instantly or with 12-second delay. Adjustable sen- switchable entrance delay. Requires 9V alkaline battery 
sitivity, remote on/off, 10-second exit delay, battery backup provision. OAC adapter GO-206 ono ccc civincnic 49.95 
Simulated walnut. 6.9 x 24.1x20.9cm. 49-303......... 0c eee 139.95 PC AGODICr. Z273-G55S «ow oon cece eee 12.95 


There’s a Tandy Store or Dealer Near You — Wherever You Are 57 


TANDY SECURITY EXPANDS FOR YOUR HOME AND FAMILY 





Combination Door Alarm and Solid-State Electronic Door Wallet/Purse Personal Alarm 
Entry Chime Window Alarm exes = | 
29°° “Mini” Alarm 
95 , Unit Clips 
: Onto Belt— 
a Emits Loud, 
Piercing 
* Easy to Install Sound if 
° Entry/Exit Delay Wallet is 
* Key-Operated On/Off rend Removed 
‘ 
Low-cost protection! Loud, = Card inserts into wallet or purse. If 
shrill sound scares intruders. thief attempts to remove wallet or 
13 x 5.7 x 3.2cm. Requires 9V GN sare HOUSE purse, alarm sounds. On/off 
0 Personal Alger switch. Requires two “AAA” bat- 
teries. 49-601 ............ 9.95 





Hand-Held Personal Alarm for 
Portable Security 


Eee] 5° 


a Pull Attached Cord 13°° 
ieee To Set Off Loud, 


Piercing Alarm 





e Arms With Secret Keyboard Code 


¢ Exit/Extry Delay ¢ Easy to Install 
Fits comfortably in your hand or pocket for go- 


Alarm protection, plus a pleasant-sounding | anywhere portable protection. Or place it inside purse 
chime that ‘announces’ callers 16.8 x 7 X | with cord wrapped around wrist—if purse is snatched, 





3.2xm. Requires 9V alkaline battery. the alarm sounds as key is removed. Requires 9V 
MPR Ge 66k ob hee ise eee . -29.95 alkaline battery. 49-611 5.95 
Window/Door Alarm Window/Door 
Slide Stop . | 
epee 
9g install 229 ee One 
Carry it With =F ~ 
4 Several . a Viens or ' 
Attach it : | 
Halts 
Burglars! to a Door 


Loud built-in alarm. Includes mounting Prevents opening sliding win- Alarm activator bar and wrist strap for outdoor 
screws and adhesive backing. Re- dows or doors. Position stop for use, plus a door attachment. Alarm sounds up to 
quires two ‘‘AA’’ batteries. any size opening. one hour. Requires 9V alkaline battery. 

GOONS eee ec a ks 4.99 49-540... eee 2.29 BOG ok ik ek eh es 13.95 


Announcer With Invisible 
Infrared Pulsed Beam 


| 95 Works as an Announcing System for 
People Entering a Given Area—Activates 
| 





Built-in Buzzer When Beam is Broken 


Round-the-clock protection at a low price! Shoots a beam of 
invisible infrared light across a space of up to 15.2m to the reflec- 
tor, which bounces it back. Whenever the beam is interrupted, the 
alarm is triggered. Alarm can be set to sound momentarily, con- 
tinuously with manual reset, or sound for ten seconds after beam is 
broken, then reset. Features LED test alignment indicator and 
built-in buzzer plus output for connection of optional 12VDC bell or 
siren. 10.5 x 7.6 x 18.4cm. With adjustable mounting bracket. AC 


One-Piece Beam 
Receiver/Transmitter Reflector operation. 49-201 





58 ‘‘Charge It’’ — Bankcard, American Express, Welcomed at Most Stores 


SHOP TANDY FOR ALARM SYSTEM ACCESSORIES 





Switches and Magnetic Foil and Block | Foil/Vibration |Glass Breakage Vibration 
Spacers Switches Connectors Contact Detector Detector 

‘A! Contacts close f —_ ; , 
when magnet en- 7. 549 
gages. a | ee af | oe 
49-495 ..... 5.99 : " a Goes 

[A] Contacts open abe F 7] , : :  . 
when magnet en- » * | (C) [D) INEW m, Fi {‘t4', ~*~ Windows, 13°95 Soe 

gages. . s © °__ Door Frames < 6° 

49-512 ..... 6.95 +i) [IC] Mini. Contacts close 

(B] Spacers. Use _|when magnet engages. Foil. Connects to alarm | Mount half on window or | Guards up to 32 square | Detects impact vibration on 
with above on 'B! i [4OMO7 eee eee 6.99] and glass. 36.5m x 0.95em | door, other half on frame. | feet of glass. For open or | any surface. Adjustable 
metal doors or un- _|(D) Concealed. Mounts in- | TO! 49-502 ........ 7.99 | Allows normal door/ | closed circuit alarms. Ad-| sensitivity. For N.C. cir- 
even surfaces. side door or window frame. | [F) Connectors. Adhe- | window use. hesive backing. cuits. Tamper-proof case. 
49-519... Pkg. 6/2.29 ~ WOME os oe chi os ce 6.99| sive. 49-504 .. 3 Pair/ 3.99; 49-518 ........... 5.49 | 49-516 ........... 42.98 | 40-621 2. vik cies 6.95 
















2-Conductor 
Twisted Wire 


Panic 
~ Switch 


Contact Switch} Pressure Mat Warning Decals 









Switch 





* 






SAS SS SiS 
SES aise cineca onl 

















23 229 : Pkg. & 
3 : ones of5 Ff 
i “= | Triggers 229 hy 

mee" Instant 

Alarm 





For ‘ee | 42 
Windows, ‘ # 

Door Frames | Pushbutton activates 
Contacts close when alarm system in emergen- 
plunger is depressed. With cies. For normally open cir- 
screw terminals, mounting cuits. Contacts close when 
hardware. button is pushed. 

OPSIS 5. oun ec, 3.29 MOOT 2.6 os 2.29 


Lock Switch 
With Cover 


INEW 4 229 
Protects alarm panels, si- 
ren or bell boxes from tam- 
pering. Contacts open 
when plunger is de- 


pressed. For N.O. circuit 
loops. 49-528 ....... 2.29 


Security Strobe Light 


2495 


Brilliant Strobe is Visible 
'  Evenin Fog 










Vinyl, adhesive decal 
warns everyone you re pro- 
tected by Radio Shack se- 
curity system. Mounts on 
inside of glass. 

49-507 ... Pkg. of 5/2.29 

















For use in or outdoors— 
conceals easily under rug, 
mat, carpet. For N.O. cir- 
cuits. 1 amp at 25VDC. 
6 x 24" 49-522 .... 15.95 









Perfect for use in making 
alarm system connections. 
22-gauge. 30m. 

2186-660 . 225 ..... 9.29 







Round Lock 
Switch 














For Most 
Keyswitches Indicates where alarm is coming 
from and helps police or fire de- 
partment locate your home 
quickly. Waterproof for outdoor 
use. 100,000 candiepower. Re- 
quires 12VDC at 0.2A. 

SO-G27...... 24.95 


6°° 








Key removes in ‘‘on’’ or 
“off” position. Comes with 
two keys. 49-511 .. . 13.95 
As above, but momentary 
contact. 49-523 .... 13.95 


Spring-loaded cover, screw 
terminals. With two keys. 
Ideal for car, home or busi- 
ness alarms systems. 
BOS1S 22. 8 ee 6.99 


Red and green LED system 
Status indicators, tamper 
switch. For 6 and 12VDC. 
With mounting hardware. 
AG-624 «5 2...... 9.95 










20cm Alarm Bell Two Sound Electronic Siren Hi-Power Dual Sound 
Electronic Siren 


Loud, heavy-duty bell for signaling or alarms in Dual sound — loud rise-fall or steady. Weather- | Loud rise-fall or steady sound. 1A at 6 to 12VDC. 
homes, schools, factories. 1A, 12VDC. proof. Astle VeA, 12VDC. Adjustable base. Weatherproof. 
49-488 . 32.95 | 49-525 





Use of Sirens May Be Prohibited In Some Areas — Check With Local Authorities 59 


YOU’RE NEVER ‘“‘ALONE”’ WITH REALISTIC MOBILE CB 


High-Performance AM/SSB Mobile CB 
SSB Has More Power for Greater Range on More Channels 


g 5, ¢ Clarifier Control Brings in Clear 
SSB Signals 


¢ Illuminated Signal/RF Meter 


D.O.C. Approval e RF Gain Control 
#249A032 





Realistic TRC-451. SSB (Single sideband) gets your 
message through with greater reliability and clarity. 
You get the regular 40 AM channels plus 80 sideband 
channels. Dual IF stages and crystal/ceramic-filters re- 
ject adjacent channel interference. Quartz PLL cir- 
Cuitry gives frequency stability on all channels. Switch- 
able noise banker. LED dimmer controls. PA switch lets 
you monitor CB, even while you're in PA mode. With 
mounting bracket and dynamic mike. 12VDC neg. gnd. 
Measures 5.7 x 18.4 x 22.9cm. 

BP kta se CRONE be Pd we She 299.95 





Channel 9 Priority and Tone Complete ‘‘Road Budget Compact with High-End 
Control Emergency’’ CB 2-Way Features 
Radio System a — 


ROO 

















D.O.C. Approval D.O.C. Approval 








= —=t«2AQAS 95 | eli Bare iq ; 
* instant Access to CB 169 Sa Se D.O.C. Approval 1 19°° 

Emergency Channel 9 ol #249A025 

sas o . : | . i ; 
aceel dis say, LED | mioculatien indioiier Realistic TRC-411. Compact with 40 CB Realistic TRC-410. Emergency CB — ultra com- 
S/RF power meter, noise limiter, squelch. With | Channels, 4W power, built-in mike and pact size!l. LED channel indicator, signal 
lock- 2 mike. mountin bien abe speaker, 3m antenna cord. 12VDC neg. strength/RF output meter, squelcn. With lock-plug 
eg NG ANTE: seyog | SUG STTGOE 2.2 cone stun ones 159.95 mike, mounting hardware. 21-1504 ...... 119.95 
Deluxe AM + SSB Base 
Station/Mobile 


Realistic TRC-490. Single-sideband gives you extend- 
ed signal reach, cleaner reception and 80 ‘“‘extra’”’ 
channels. Features lighted S/RF power output meter, 
big LED channel display, RF gain control, switchable 
ANL/Noise blanker, simultaneous PA operation/CB 
monitoring feature. Jacks for headphone, remote CB 
speaker and mobile PA speaker. With mike, mobile 
mounting hardware. 21-1583............. . 429.95 


Sensitivity for 10 DB S + N/N: SSB 0.25 microvolt, AM 0.5 microvolt. 
Adj. Chan. Rej.: 70 dB at 10 kHz. RF Output: SSB 12W P.E.P. max. AM 
4W max. Power Requirement: 240VAC, or 12VDC pos. or neg. gnd. 
Size: 10.2 x 29.2 x 34.2cm wie ia 


| 60 All Realistic CB Radius are DOC Type Accepted 


MARINE CB AND CB ACCESSORIES 
Powerful AM/SSB Marine CB 


299°° e Digital PLL for Ultra-Precise 
Frequency Control 


e 10 Channels AM, 10 Channels 
Marine SSB 


¢ Squelch and RF Gain Control 


Realistic TRC-621. A totally solid state 10 
Channel AM/SSB Marine CB with all the most 
wanted features: RF gain control, squelch, 
signal meter, PA auxilliary jack and EXT/INT 
Switch. SSB helps in sensitivity and selectivity 
of signal, also giving greater clarity over 
longer distances. Carefully designed for 
single hand operation, the TRC-621 is com- 
plete with microphone and mounting hard- 
ware. 12 VDC neg or pos ground operation. 










Fishing Frequency App. #244023 21-9621 
Realistic TRC-11 Marine CB Complete 0 Marine CB Coax Cable Assemblies for 
with Fishing Frequency Crystals Antenna Base and Mobile 


1 29°° ° 6 Channels 





Low As 799 
79 95 All cable is 52-ohm. Each assembly includes 


PL-259 connector on each end (except 278-966). 






















278-968 
278-969 
278-966 
: 278-971 
“be Whine Ley *PL- 257 connector to spade lugs 
| down" feature for Field- atta Meter 
Fishing Frequency App. #242M0092 | de oe ee he Rach sai an 
The TRC-11 features variable SQUELCH control to eliminate or non-metallic sur- “ae 
background noises, switchable ANL, Automatic gain control, faces. Ideal for fiber- 
modulation indicator and Push-pull Audio Amplifier. A glass and wooden 2 495 
RO UREIED ci cia ein aie. 6o RIAD 6 Bee Sw lala a: or wk pao eet 129.95 = boats — no ground For 2-30 MHz 
SPECIFICATIONS: T itter: P tput 4 watts. Receiver: Sensitivity 0.7 uV 
10 dB(S + N)/N; selectivity 6 kHz @ 6 dB: ‘Adjacent Channel Rolection 36 08: Generel: i \ said Soir sao ei Reads SWR (forward/reflected) to 1 kW. Portable 
Channels-Supplied with A: 27.860 MHz B: 27. 880 MHz C: 27.900 MHz D: 27.910 MHz E- - C ClOr. | field-strength meter. 4.8 x 15.7 x 6.4cm. 
27.940 MHzF: 27.960 MHz; Power Requirements 12.5 — 15 VDC negative ground only. Tree | BOIS sss FE ROI rad dace teak) 6 aks hia wo hin 00 24.95 
%4-Wave VYo-Wave Mounting Hardware and Accessories 
Antenna Antenna 


64°° 


*3.75 dB Gain 
- * Omnidirectio 

° , Beta-Matched for an 

Low SWR on 

40 Channels 

¢ Omnidirectional 
High performance, 
rugged construction! 

Three 2.74m radials 

and 2.74m quarter- 

wave vertical radiator. 


Multiplies effective 

radiated power for 

greater transmit (a 

range and cleaner [A]Mike Clip. Mount with screws or insta- gil Magnetic Mike Holder. 21-1130 ........... 1.99 
9 


reception. Three adhesive. 21-923 ee (F] Dynamic Mike. Shielded coiled cord. DIN- -type plug. 
9 


ee gata . 'B] CB Underdash Mount. CB slides on or off bracket QUTNT2 wevicccvosscvnssceevenecccccsecs 17.95 
pie hang under dash. With electrical connections. (G|Noise-Cancelling Mike With Preamp. Assures 





For masts up to 2.5cm ator. For mast up THINNED bialig) Gia die ove. 0'e'a)a eine vie esis eee eee 21.95 100% modulation. Usable as dynamic mike without 
wsciesed : — dis- bear (C|Extra Mount for above. Use same CB in two battery. Requires 7V battery.21-1175......... 32.95 
phi PI 259 Accepts PL-259 VENICIES. 29-567 on veces ects evvcesoeeee 10.95 7V Battery. 23-601... sce ccccccncccsnes 11.95 
Mast not connector. plug. (O/CB Floor Mount. Same features as underdash ‘H|Extension Speaker. 360° swivel base. 5 watts. 3 
included 94-001 ©. oo. 42.95 21-902 ...64.95 mount, but fits ttansmission hump. 21-568 ...... 21.95 metres cable, miniplug. 8ohms. 21-549 ....... 18.95 


All Realistic CB Radios are DOC Type Accepted 61 


ARCHER® MOBILE ANTENNAS FOR MORE CB MILEAGE 








‘Al Deluxe Uagbet-Mpunt. Mounts on any flat 


magnet-holding surface—no holes to drill. Low- 
loss coil form, heavy-qauqe copper wire coil and 
152cm whip provide improved performance and 
greater range. Heavy magnet holds securely at 
highway — 487cm oe CONNECT. : 

21-9 





[B CB/AM/FM. “Disguise” Antenna. Com- 
bined AM/FM auto radio and CB antenna will 
mount in a standard antenna hole, or wherever 
you choose. Tapered stainless steel whip. With 
259cm cable, 3-way splitter, connectors for CB 
and car begs —— pavers 

21-990 . . .59.95 





(C| Baseload Magnet-Mount. Mounts on any 
flat magnet-holding surface. Hardened stain- 
less steel whip and heavy-duty shock spring for 
Stability at hiqhway speeds. Coil is sealed for 
long life. 487cm cable, connector. 

BI ee icc ci dss eee 





D| Single Truckers Il Antenna. Delivers the high 
performance and reliable communications you 
want on the road. Heavy-duty mirror mount ad- 
justs for vertical or horizontal brackets. Over-size 
reasonator and adjustable tip rod for precise tun- 
ing. With 304cm cable, connector. 

21-941 .. wee 49.95 


1983 | 
USAT. PRICE J 


E) Fiberglass No-Hole Trunk Mount. Rust 
dicot eal for coastal areas and corrosive en- 
vironments. Triple chrome-plated brass fittings 
on coil housing. 487cm cable, connector. 

21-926 ... .... 49.95 


“Shorty”? Roof Mount. Easy snap-in 


eoeeeeee#eesesesteepeaeeweeeew eee 


Wounting. Center-loading coil, stainless steel 
whip and shock spring, chrome- plated support 
tube. 487cm cable, connector. : 

21-906 ...... wee 44.95 


(GiGutter Clamp Antenna. Centre loaded 
Stainless steel spring and adjustable whip, 
chrome-plated support tube. 304cm cable. 

Be ei ee. 38.08 





CB EXTRAS, ANTENNAS, AND REPLACEMENT PARTS 


a 





= 


paca 


Foxe SRE 
og ee 








LA Back-of-Set Antenna. Right angle design, plugs directly into 





_antenna socket. Centre-loaded. PL-259 connector. 

Bieta oo DES Cue Os eb 12.95 
|B} 259cm Stainiess Steel Whip. Standard 3/8”-24 Stud. 

BU a eas i a a 23.95 





LC) Helical Whip Antenna. Smart black coated fibreglass wire 
wound CB antenna. 3/8”-24 thread base screw attachment. 
21-9901 ......... EEE ES 29.95 





reerrigy a 19.95 





LE) Stainiess Steel Whip. With adapter. Replaces 21-904, 908, 
A ANDRE oo os i oe i Ne 














Dual-Chain Mount. Fits most bumpers. Protective vinyl chain 


COVOL, SION 6 is oo oe Ee ea 21.95 


1 5.95 


[H] Stee! Spring. Chrome- a Removable 3/8” threaded 


StU. SUT 1G oo ick we cc ces eueesecasetvssnnses 15.95 


(J ] Antenna Hold-Down Clip. Clips to gutter. 


MENT ei CERN ee eR Ue ee ba tesa ee cees 2.99 


K} Mounting Hardware. Standard 3/8”-24 female thread. Fits 
mounting plates up to 1/8” thick. Nickel-plated. 


DU oa Os 5.99 





[Llsavoe Replacement Power Cord. 122cm long with 3-pin 
‘plug, inline fuse holder. Requires 2- oe fuse. 
BAM i a Ss 5.99 





i'M Heavy-Duty Noise Filter. Two separate L-C filter sections cut 
alternator whine and ignition noise. Rated 5 amps. 
BTU 5 a a ERE eh wt eek 18.95 





NiGutter Clamp. For most antennas requiring 3/8” diameter 
Wei 8.99 





|O| Mirror/Luggage Rack Mounting Bracket. For 3/8”-24 
threaded whip antennas, 21-937 .... 6... eee ee cee ens 15.95 


62 See Tandy’s Complete Line of CB Antennas and Accessories 











) ) | 40 Channels 
5 Watts 


FOR’84 
Ready to Use 


On All Channels! 
No Crystals to Buy! 
















Push-to-Talk 
Mike Plugs 
Into TRC-212 
(optional) 


U.S. Patent No. 
4,291,412 


Carry Case 
included i 


G50 


Value 


ostualial 
D.O.C. App. #249A051 


e LCD Channel Readout 
e Range-Boost Antenna System 
¢ Hi-Lo Power Battery-Saver Switch 


Realistic TRC-212. Our best! Ideal for camping, fish- 
ing, construction sites—wherever reliable portable 
communication is needed. Unique Range-Boost an- 
tenna system extends signal reach on both transmit 
and receive. Ceramic filter provides increased selectiv- 
ity. Adjustable squelch, automatic noise limiter, sepa- 
rate speaker and electret condenser mike. Jacks for 
earphone, hand mike, antenna, battery charger. 
23.5 x 8.1 x 6cm. Requires eight ‘‘AA’’ batteries or ten 
rechargeable nickel-cadmium batteries or AC adapter. 
21-1662 » 2. -219,95 





6 Channels 
5 Watts 





Push-to-Talk 
Mike Plugs 

Into TRC-211 
(optional) . 


| included 


650 


Value 


D.O.C. App. #2494048 
Realistic TRC-211. Ex- 


- clusive Range-Boost an- 


tenna system, battery/RF 
meter, squelch control, hi/lo 


- power-saver switch, jacks for 


antenna, hand mike, battery 
charger. With Ch. 14 crys- 
tals—add optional extra 
crystals for up to five more. 
23.5 x 8.1 x 6cm. Requires 
eight ‘‘AA’’ batteries or ten 
ine batteries. 


-1 eeenaen =e eee . 









(D| Flexible Antenna. For loaded and standard 
antennas. Clamps with one screw. 21-980 .9.99 


Battery Charger. For 12-15V nickel-cadmium 


Cat. 
No. 


receive and one transmit. 
Other frequencies not listed 
may be special-ordered. 


ALL 4°° SET 


CB CHANNELS 








Transmit/Receive 3 Channels 
CB Crystals 300 mWatts 
D) Two-Pack includes one 


Frequen- 


cy MHz Cat. 











21-9512 
21-9513 
21-9514 
21-9516 
21-9532 
21-9574 


batteries. Use with 21-9206, 1652 and 1662. 
ZROVPLS, 2UPOOOE ke vccecaenearveanee 9.99 
(F112VDC Car Power Cord. Power walkie-talkie 
from lighter socket. Neg. gnd. only. 2.4m cord. 
PUES oa oe cle Sleek sO hemes 5.99 








27.015 No. 


4 149° 


MARINE CHANNELS 


3 Watts 


~ 5 a 
Bat on 





a 


D.O.C. App. #249168 


Realistic TRC-206. 
Auto-modulation, Range- 
Boost and center-loaced an- 
tenna for extra ‘“‘talk power’? 
Squeich control, LED bat- 
tery-test and modulation indi- 
cators, jacks for external 
antenna and charger. With 
Ch. 14 crystals—add op- 
tional extra for two more. 
24.8 x 8.6 x 7.6cm. Requires 
eight ‘AA’ or ten recharge- 
able batteries. 

21-9206...........99.95 


FOR 84 
59° 


Cat. 
No. 


Frequen 
cy MHz 





21-9519 


27.065 
27.085 
27.125 
27.055 
27.620 


21-9521 
21-9523 
21-9524 
21-9525 


21-9526 
21-9575 
21-9576 
21-9577 
21-9578 





27.960 
27.680 
27.720 
27.820 
27.980 












TANDY HIGH-POWER CB WALKIE-TALKIES KEEP YOU IN TOUCH | 


3 Channels ' 


3 Channels 
2 Watts 


79° 
id 





D.O.C. App. #249161 


(C] Realistic TRC-201. 
Auto-modulation for maxi- 
mum ‘“‘talk power’? Range- 
Boost antenna system for 
extended signal reach. 
Squelch control, separate 
speaker and condenser 
mike, battery-test LED. With 
Ch. 14 crystals—add op- 
tional extra crystals for two 
more. 26 x 7.9 x 6.4cm. Re- 
quires eight ‘‘AA”’ or ten re- 
chargeable batteries. 
21-9201 


D.O.C. App. #249A050 


Perfect for Campers, 


- Construction Workers or 


Just for Fun 


Realistic TRC-85. Keep in 
touch with home base! 
Loaded with convenient 
features — battery-test but- 
ton with LED indicator, 
side-mounted volume/on- 
off controls for easy one- 
hand operation. Add op- 
tional crystals to receive 
two extra channels. In- 
cludes built-in telescopic 
antenna, high-impact case, 
wrist strap. 22.2 x 7.6 x — 
4.8cm. Requires six ‘“AA”’ 
batteries. 21-9607 . .59.95 


Most Realistic Walkie-Talkies are Fishing Frequency Approved, but Require Slight Modification. Full Details at Your Local Tandy Store or Dealer 63 





60-CHANNEL PROGRAMMABLE SCANNER FOR HOME OR CAR* 


50 Public Service and Aircraft Channels Plus 10 FM Broadcast Channels NEW} 


Available Dec. 15, 1983 





Listen to Police, Fire, Ambulance, 
Aircraft, Hams, Trains, Weather, 
VHF Marine and More—Even Your 
Favourite Standard FM Stations 





eyomes 





U.S. Pat. No. 3,794,925 


Realistic PRO-2003. No crystals to buy—direct keyboard entry of 

20,584 frequencies. Use the search circuit to find new channels. 88 MHz; VHF-Air AM 108-136 MHz; Ham/Govt. 138-148 MHz; VHF-HI 
When you find one that sounds interesting, store it in memory. 148-174 MHz; 410-450 MHz; UHF-Lo 450-470 MHz; UHF-Hi 470-512 
Zeromatic® circuit assures accurate signal tuning every time. Has 2- MHz. Built-in speaker, telescopic antenna, plus jacks for headphone 
speed scan and search, Scan Delay, individual channel-lockout, prior- and external speaker. 7.9 x 28.5 x 22.8cm. With operating manual. AC 
ity function and variable squelch control. Large easy-to-read display operation or 12VDC negative ground. Memory backup requires 9V 
shows channel no., frequency, function and mode. Bands: VHF-Lo 68- battery.20-9117 .. 0... cc cece eee eee eee eee 469.95 


Exciting “Voice of the World” 9-Band Portable Communications Receiver 


Available November 30, 1983 
AM/FM, International Long- A & ui 
wave Broadcast Bands, 
Six Shortwave Bands 


Realistic DX-360. Take it with you for great listening 
anywhere in the world! Hear exciting international news, 
views and entertainment on the BBC, Voice of America, 
Radio Japan and many others, plus standard AM and FM. 
International broadcast bands are highlighted on the tun- 
ing dial. Features Glide-Path® volume, tone and short- 
wave band selector controls. Telescopic antenna, built-in 

speaker and tuning/battery LED indicators. '/s” ear- Te 
phone jack. Bands: AM/FM Broadcast, plus SW1 4.5-5.5 
MHz, SW2 5.9-7.5 MHz, SWS 8.2 to 10 MHz, SW4 11.4- 
14 MHz, SW5 14.6-18.2 MHz, SW6 21-25 MHz, LW 150- 
260 kHz. 11.4 x 26 x 4.4cm. Requires four ‘‘AA’”’ batteries 
Or DC adapter. 2206 6. cbc ceewe’d cowser 129.95 


Expand Your Communications System With These Tandy Accessories 
SW Antenna Kit Mono Headset j|Lightweight Mono| Morse Code Key | Practice Module 


. 11” ‘1 A " 4 2 * p- 


95 Learn m a) _ 
18 Adjustable Head- View ; 











Morse 


LF 
Adjustable ae oe Fully 
SP ~ Adjustable Code 








band, padded headband, 
75-foot copper wire, insula- | earcushions. 4- foam ear cush- . . 
tors, lead-in, standoffs, win- |16 ohms, 1/4” ions. 1/4" plug, Adjustable tension and contact | Prewired—just add code key, 
dow feed-thru. plug. 4-16 ohms. spacing. Ball bearing pivots. | earphone or speaker, 1'/2-volt 
i § YC OR 18.95! 20-200 ... 11.95 20-210 .. 12.95 | oa” a ee 7.99! battery. 20-1155 ........ 4.99 





64 There’s a Tandy Store or Dealer Near You — Wherever You Are 


REALISTIC® SCANNERS FOR ALL THE LATEST ACTION 


Ln AM-FM DIRECT ENTRY PROGRAMMABLE SCANNER 


if CHANNEL 
PRO-2020 


“FREALISTIC. 





No Crystals Needed ¢ 20,480 Channels Available ¢ Covers 






g 5 STILL AT 
1983 
, CAT. PRICE 


20-Channel Programmable* 


Realistic PRO-2020. Features direct 
keyboard entry of Ham, police, fire rail- 
way, aircraft, weather channels and 
more. Has Search and Scan in two 
speeds, Scan Delay to avoid missing 
call-backs, and individual channel lock- 





speaker, plus jacks for headphones, ex- 
ternal speaker, antenna and tape re- 
corder. 6.6 x 19 x 25cm. With mobile 


mounting bracket. AC operation or 


68-88, 138-148 and 148-174 MHz VHF, Air 108-136 MHz AM, 410-470 and 470-512 MHz UHF 9 12VDC neg. gnd. 


U.S. Pat. Nos. 3,794,925; 3,801,914 and 4,245,348 


LL ae 


Budget Priced — 8-Channel Programmable Scanner 


ake Sie aS Ss 


CBIGITAL CHANNEL 7 REQUENCY READOUT) 


No Crystals Needed ¢ Tune in the Action on 18,160 Frequencies 
U.S. Pat. No. 3,794,925; 3,801,914 and 4,245,348 













[F] Coax Clips. 























278-971 














“Mobile Use of Scanners May Be Unlawful or Require a Permit—Check With Local Authorities 





Hear the News Wherever You 


Add Antennas and Accessories for Best Reception 
Go with a Portable* Scanner 


6 a [A] Indoor VHF/AIR/UHF Plug-In Antenna. 
im 'B) we (E] Centre-loaded. Extends 4 to 10cm. Motorola-type 
[A] @ D) et Ohig. SEO ia oct ci ee EES 9.95 
3 |B} VHF/UHF/Air Magnet Mount Mobile An- 

all tenna. 4.9m cable. Motorola-type plug. 
BOOT Bs ccnivn bee ced a Calls 6 sink Ceara 49.95 


(C) VHF/Air/UHF Base Antenna. Accepts PL- 















~s [El 259 connector. Less cable. 20-014 .... 59.95 
> e [D) VHF-HI/Air/UHF Base Antenna. Accepts 
PL-259 connector. U-clamp mount fits masts up 
to38mm diameter. Less cable. 20-176 ...29.95 
IE] Coax Adapter. Adapts PL-259 connector to 
a Motorola-type plug. 278-208 ........ 2.9 







For RG58/U.20-192............. 10 for 1.69 
For RG8/U.20-193............... 6 for 1.69 


IG] Coax Cable Assemblies. 52-ohm cable. PL- 


259 contactors at both ands 162m RGSBAT Realistic PRO-24. Automatically scans up to four 


channels. Covers: VHF-Lo 68-88 MHz; VHF-Hi 144- 
174 MHz; UHF-Lo 450-470 MHz and UHF-Hi 470-512 
MHz. Features scan-deiay, channel lockouts, speaker, 
earphone jack. Req. 4 AA” batteries or AC or DC 
SOON, CMU ot Bee haste sce geg ens 


IH} Monophonic Headset. Adjustable head- 
band, padded earcushions, standard V4” plug. 
2.9 


STILL AT 
1983 
CAT. PRICE 








269°° 


Realistic PRO-2009. Stretch your listening 
horizons without stretching your budget. Hear 
police, fire, trains, Hams, weather and more. 
Features direct keyboard entry, with Auto- 
Scan and Search to find new channels. Two- 
second Scan Delay, channel lockout, 


monitoring of you favorite frequency, squelch 


control. Bands: VHF-Lo 68-88 MHz; Ham 144- 
148 MHz; VHF-Hi 148-174 MHz; Ham/Gov. 
410-450 MHz; UHF-Lo 450-470 MHz; UHF-Hi 
470-512 MHz. Built-in speaker, whip antenna, 
external antenna jack. 7 x 26.6 x 20cm. AC 
operation. Requires 9V battery for memory 


backup. 20-9109 ...............269.95 






. 
Hi/ 
ASS a 


- 
may 2 


Mt ea Lathe 


vi 


129°, 


Two Antennas 
included 


Use the 
Antenna that 73 a 
best suits ee pprseant 

your needs! 


Lo/UHF 





Ay 
SN 
y 















Telescoping 
for optimum 
range 





INEW 


lFOR'84 









Short flexible 
for close 
quarters 


Covered by U.S. Pat. Nos. 3,794,925 
and 3,895,303. Crystals not included 
or available from Tandy Electronics 










outs. Zeromatic® circuitry for precise 
tuning. Big fluorescent readout, built-in 


REALISTIC® PORTABLES — FAMOUS FOR QUALITY & VALUE 


Our Finest High-Performance 
AM/FM Portable Radio 


¢ Tuned RF Amplifiers for 
Long-Range AM/FM Reception 


¢ Separate Bass & Treble Controls 


Advanced circuitry pulls in more stations, with 
better sound, than ever before! Full one-watt 
audio power output, large 13.3cm speaker, 
loudness button to enhance bass at low vol- 
ume. Separate bass and treble controls to tailor 
the music to your taste. AFC for no-drift FM. 
Built-in AM and telescoping/swivel FM antenna, 
plus terminals for external. FM antenna. With 
earphone, fold-down handle. AC operation or 
six ‘‘D’ batteries (not included). 

RE eS ee 99.95 





ae 
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C. 
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Feature-Packed Shortwave Portables Let You Listen to the World 


Air, 3 Shortwave, AM/ FM 






ry 
PO, ae eee toe nan tl 


AM, FM, 108-136 MHz VHF-Air, 1 1 99> 
3-6.5 MHz, 6.5-13 MHz, 13-26 MHz 


Realistic DX-66. Six bands let you tune in AM, 
FM, VHF-Air and worldwide shortwave. All-band 
fine-tuning, AC-to-battery automatic switching if 
power fails, AFC for no-drift FM reception, tele- 
scoping FM/SW/VHF antenna, '/4” headphone 
jack, external FM/SW/VHF antenna jack. 
26 x 30.5 x 10.2cm. AC operation or four ‘‘C’’ bat- 
teries (notincluded). 12-767 ........65: 119.95 


3 Worldwide Bands, AM/FM 






AM, FM, 3 6.5 MHz, 79°° 
6.5-13MHz, 13-26 MHz 


Realistic DX-55. Get the news from across the 

world, plus AM/FM with this five-band compact. 

AM/SW fine-tuning, slide-action volume and 

tone, AC-to-battery automatic switching, AFC 

for no-drift FM, telescoping FM/SW antenna, 

jack for external FM/SW antenna. With ear- 

phone. 18.1 x 30.5 x 8.9. AC operation or four ‘‘C”’ 
batteries (not includeda). 

PEAT TE od ks eA cke Clee oe eres 79.95 


Police, Air, Weather, AM/FM 


a ere 





1 499° AM, FM, VHF Air-Hi, 
VHF-Lo, UHF, 6-18 MHz 


Patrolman® SW-60. Six bands, and loaded with 
features! Hear local police, aircraft and weather on 
VHF Air-Hi, VHF-Lo, UHF and AM/FM. All-band 
fine-tuning, AC-to-battery automatic switching, 
syueich control, 10.1cm speaker, jacks for V4” 
headphone and external FM/VHF antenna. 26.6 x 
30.4 x 10.1cm. AC operation or four ‘‘C’’ batteries 
(NGUINCMIGOG). TET TD ois hes ihc cn en 149.95 





66 Prices Apply at Tandy Stores and Participating Dealers 


TANDY HAS AM/FM PORTABLES READY TO GO 


AM/FM Stereo Portable With Amazing Stereo-Wide™ 
_SoundEnhancement __ 


tianaatincbasiacngeid® SS capceenmmencnen = Luks ireriedaenten pnp arene Leg ey ei ct 






NEW LOW 
PRICE 


¢ Automatic AC-to-Battery Stereo Wide E-x-p-a-n-d-s 
Switching If Power Fails Depth and Separation 


74°° 


Was $89.95 in 

*83 Cataiogue 

Realistic Concertmate® . Exciting stereo realism in a one-piece portable! 
Features twin 10.2cm speakers, tone control, slide action balance, AFC for drift- 
free FM and aloudness switch for improved sound at low volume. LED FM stereo 
indicator, %4” headphone jack. 20 x 27 x 11cm. AC operation or six ‘‘D’’ batteries 
PAOTINCL), VE TOG oc cee ee ee es 74.95 


Pocket AM, VHF-Air 






F eee A OREN ERMe 
Dee eee ee ete nee ean ee 
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Cana ROR SEMEHH ED 
Dy nee ee ed aneeeserenee 


ST ed 


sea eaarate sa eeanee 
sence aeeeaeanedne 
2*0 


. 

sasteaangusaesee 
a ee ener e re 
a pee ee eaeeerener 


ae 


 Bheeeerrerorererr rr. 
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NEW LOW 
PRICE 


34° 


¢ Hear Planes and Towers Talk 


e Ideal for Air Shows Was $39.95 in 


83 Catalogue 





Jetstream®. Two-band radio for 108-135 
MHz aviation band and standard AM 
on-the-go! Built-in AM, telescopic VHF anten- 
nas. With earphone and carry strap. 
12.1 x 7.3 x 4.1cm. Requires 9V battery. 


Requires ‘‘AA’’ batteries (not incl.). 
12-601 26.95 


12-711 


Get It ‘‘On Credit’’ — Bankcard and American Express Welcomed at Most Stores 


Ruggedly Styled AM/FM 





Large Slide-Rule Dial 


Stylish compact is priced low, and set to go! 
Tone switch, FM-AFC, built-in AM and tele- 
scoping FM antennas. 23.5 x 18.4 x 7.6cm. 


34.95 


AM/FM Portable Loaded With 
Features 


AM/FM Portable with Full-Range 10.1cm 
Speaker, Tone Control, Automatic 
Battery-to-AC Switching and FM-AFC 


iia 
ii 


te. 
i 








64°5 


‘‘Go-anywhere”’ compact with big signal-pulling 
power! Ceramic filter provides extra selectivity for 
clearer reception in crowded signal areas. Slide-rule 
tuning, built-in AM and telescoping FM antennas. 21 
x 26.7 x 7.6cm. With earphone. AC operation or four 
‘‘C”’ batteries (not incl.). 

12-624 


Rotary Tone Control 
AC-to-Battery 95 

Automatic Switching 

Features AFC for no-drift FM enjoyment. 
7.6cm speaker, built-in AM and telescoping 
FM antennas. With earphone. 18.4 x 23.5 x 
6.7cm. AC operation or four ‘‘C’’ batteries 
(MOTING!.). 12-BG6G . cece ec eee, 59.95 


67 


STEREO-MATE™ PERSONAL PORTABLE RECEIVERS 


Our Finest AM/FM AM/FM Stereo With 
STEREO-MATE Built-In Belt Clip 


rs 69°° new) 4995 





¢ Fits Pocket or Wear on Belt 
* Hi/Lo Tone Switch * FM Muting Hosiphone is Urbaaed ‘eae 
Enjoy music or the game’s play-by- Great stereo sound to go! Slips in your 
play while jogging, working, relaxing. pocket or clips to belt. Rotary tuning 
FM muting switch cuts tuning noise and volume controls, built-in FM-AFC, 
between stations. Dual '/s” stereo AM/FM/FM stereo switch, LED FM 
headphone jacks for sharing the stereo indicator, '/s” headphone jack. 
Lire built-in AFC ee no-drift FM. With vinyl carry case and shoulder 
AAV AGM CHICDIEN RAAT ITE ith carry case and wrist strap. strap. Requires three “AA” batteries 
ATA) SUT) 15.2 x 7 x 2cm. Requires three ‘‘AA””’ and Micro Headphones. 
batteries and Micro Headphones. rae 8 a 49.95 
ee 69.95 


Ultra-Compact, 
Lightweight FM Stereo 


[ees 2995 


¢ Only 4.8 x 6 x 2.5cm 


Micro-Stereo 
Headphones 2495 


ree designed for use with 
STEREO-MATE portable re- 
ceivers! Full-range stereo 
sound, yet comfortable and 
lightweight. See page 25 for 
details. 


[Al Realistic Nova-5. Ad- 
justable headband, 1/8” plug, 
1.2mcord. 33-9597..... 9.95 
Fag in pt ae or wear on belt. 

7c uilt-in : stereo indicator, 
_—— . Nh if stereo/mono switch, 1/8” headphone 
AM CTEREU Mia jack. With carry case. Requires one 

- 9V battery and Micro Headphones. 

TS ps ee eee ee 29.95 


[8) Realistic Nova-52. Folds 
for compact storage. 2.0m 


cord, 1/8” plug. 33-979 .24.95 Music to 


Your Ears! 





See full range of lightweight headphones on page 25. 





Deluxe AM/FM Stereo System for Home or Portable Use 


¢ Two Built-in 10cm Wide-Range Stereo Speakers 
¢ Removable AM/FM STEREO-MATE Pocket Receiver 
¢ 60-Minute “Sleep” Switch With Auto- SHUTOTT | 


99°° 


Enjoy your favorite stereo at home, or 
use the pocket receiver for great sound 
to-go. Separate bass/treble controls, 
aux jack to add a cassette deck. With 
carry case for pocket receiver. System: 
13.6 x 32.7 x 5cm. Receiver: 12.4 x 7 x 
2.4cm. Amplifier requires four ‘*C’’ bat- 
teries, pocket receiver requires three 
‘‘AAA”’ batteries. Pocket receiver re- 
quires Micro Headphones. The system that’s ready for anything 
ee ee 99.95 relaxing. running or recreation, 

















68 Micro Stereo Speakers, Ideal With STEREO-MATES, Are on Page 15 










_TANDY HAS A PORTABLE RADIO FOR EVERY OCCASION 
eae =», Deluxe Bike| Personal Radio and A r 
Radio With | = Headphones © 
| e Hear Your Favorite AM ee | 


7.6cm Safety | ¢ One-Hand Rotary Volume Control 
Reflector Oe _  - 











Ris 
ciety 


, Complete listening system for go- 
anywhere music on a budget. 
Compact—fits in your purse or shirt 


‘Archer Road Patrol®. Mounts on almost any handlebar. | pocket. Headphones let you listen to 


AM radio removes easily, bracket stays on bike. Pushbut- | your favorite station in private. '/s” | ; — ft 
ton horn, 6.4cm speaker. 8.9 x 13.3 x 9.8cm. Requires | headphone jack. 3.4 x 10.1 x 2.2cm. | _ J 4 ee 
_ three “C’’ batteries. 12-197 | | ; 


Liteteserssess++24,95 | Requires 9V battery. 12-108 ..16.95. 







Budget | Digital AM/FM Travel Clock Radio With Snooze 
Sites US | 


EE — 




















© Compact—Packs _ 
Easily for Trips | A SF ec | 
¢ Backlight Display a & 

_ Pushbutton * = 2 a : 


* Quartz Accuracy 


OOn) 
RUN ORF Orr 'f OO) 


,, * 
LOD DIGIT, FR eeees 
*8eeeees 


Bias, Chnonomatic ae 4 


Archer Road Patrol . Low-priced AM radio for peddlin’ | Chronomatic® -228. Wakes you up to “‘beep” alarm or radio. Easy-to-read 
_ fun! 5.7cm speaker, earphone jack, weatherised case. | 0.95cm LCD, pushbutton time/alarm settings, ceramic filter, 24-hour alarm. 7x 
 (Giex%12./%6.9cm. 12-196............. -+++++19.95 | 16.8x4cm. Requires four “AA” batteries. 12-1535..................69.95 





AM AM/FM | AM/FM 


Stereo 
STILL AT ' STILL AT 
1983 Ei 


| . STILL AT 
1983 : 
CAT. PRICE CAT. PRICE : ‘ 1983 


' CAT. PRICE 
2495 ~ 39% 


Beg attary 


Great for Walks, 
Jogging, or 
Working in 

The Yard 


sama” 


Tandy® AM Headset. Light and comfortable! Tandy AM/FM Headset. Padded earcushions 
Twin speakers, side-mounted rotary volume and | seal out noise, seal in music. Side-mounted ro- tary volume, balance and tuning controls. Adjust- 


tuning controls, built-in antenna. Adjustable | tary tuning. Antenna is hidden in adjustable head- able headband, built-in antenna. Requires three 


| headband. Requires 9V battery. band. Requires 9V battery. “AAA” batteries. 
 \ 12-187 os 


Tandy AM/FM STEREO-MATE® Headset. Ro- 








-) Tandy is the Worldwide Supermarket of Sound 7 















‘UNIQUE NOVELTY RADIOS THAT ARE SOMETHIN’ E SE 
Ey) - Cute ’n Cuddly Pettable Portable Ra 


LOW AS” 


of ae 


Furry little os that kids ve il 
AM radios with external - r 


ees Penguin 













Require QV dad 
NEW 
FOR 84 . . 
‘Puppy 





Sad Puppy 12-988 21.95 
Mouse 
Cuddly Cat 
Wise Owl 


Happy Penguin 







‘Sudely Cat 
Columbia Space Shuttle Radio | Tandy AM 



















‘Make Friends 
Space witha Smurf™ 
Radio Radio | | 


1795 Qa. 12°° 
® ‘ S , 





TILL 
1983 

CAT. PRICE 
"TM Nasta induaties Inc. 
Have a ‘‘Close Encounter’ with your So 
favourite AM radio station! This futuristic | Kids Will Love to on Him Eve 

spaceship has rotar re “dome” tuning, on/off | ‘Smiley’ Smurf brightens up everyon 
“Out of this world’ AM listening. A detailed | Volume control, adapter jack. 12cm | |istening! Rotary volume and tuning co 
reproduction with cargo bay doors that open and | diameter, 11. 5m high. — QV battery. | 63cm speaker, earphone jack. Wrist strap. 
landing gear that retracts. 26.7cm long. Requires | 12-958............ reseeeeess 17.95 | x9.4x o4 4cm. n. Requires QV battery. . 
‘QV battery. 1oGn0 gs kee. ...17.95 AC Adapter. 270-9152 Pe 7.99 12-954 We 


Table Radios for Kitchen, 
Bedroom or Office 

















(Al Realistic MTA-8 Compact AM/FM Radio. The 
little radio that ‘‘thinks’’ it’s a hi-fi! Features an in- 
tegrated circuit (IC) audio output stage and a free- 
edge 10.1cm speaker for superb sound. Has a tone 
control, ceramic filter for superior FM reception, 
lighted dial, built-in antennas, terminals for external 
FM antenna. Pressed wood cabinet with handsome 
walnut vinyl veneer finish. 15.2 x 27.5 x 10cm. AC 
operation. 






(B] Realistic Compact AM Radio. Big on looks but 
small in size! Ideal for garage, kitchen, shop, utility 
room. Transformerless audio stage and 7.6cm 
speaker deliver surprisingly good sound. Moulded 
cabinet with simulated walnut finish. 10.8 x 22 x 
9cm. AC operation. 

ME sob 2% oh ewe wie 4ie Galore wis oe KOE 26.95 


Tandy — 10 Years of Value, Service and Reliability! 





CLOCK RADIOS WITH BATTERY BACKUP/SENTINEL 


Battery Sentinel” 


Front-panel red LED warns 
you if backup battery is weak 
or missing—fail-safe design 


Battery Backup 


9V battery runs clock (without display) up to 
8 hours and alarm for 10 minutes, if AC fails 








Our Stereo Model Sounds Fantastic 


g9°° 


Chronomatic®-225. Start each morning witn your choice of 
stereo music on FM, your favorite AM station, or buzzer alarm. 
Turn off alarm/radio and it automatically resets itself for tomor- 
row’s wake-up time! Clock features hi/lo display dimmer, snooze 
and 1-hour/59-minute sleep controls, p.m. and wake LEDs. 
Lighted dial, hi/lo tone switch, balance control, LED stereo indica- 
tor, FM-AFC, terminals for external FM antenna, '/4” stereo head- 
phone jack. 10.1 x 32.3x 16.5cm. 12-1532 ......... ... 89.95 





23mm LED —Easy to See Night or Day 





69°° 


¢ LED Indicators for 
P.M. and Wake 


¢ Hi/Lo Display Dimmer 


a m0) 14 
13192 19611001! 


04! 


Te tas § 
ayeeeeryy ny ; 


omnommmegeyrrt 100 120 140 FOU 


aad 54 60 70 BO 
Chronomatic-230. Use the 1-hour/59-minute 
sleep control to doze off. Rise ’n shine to radio 
or buzzer. Tape the snooze bar to a steal a few 
extra winks. Time and alarm-set controls are 
easy to get at and simple to use. Radio has 
lighted slide-rule dial, 7.6cm speaker, AFC and 
ceramic filter on FM, earphone jack. 7.6 x 26 x 
TO, TNO GE og i cs .69.95 





One of Our Most Popular Clock Radios 


12:08 


FALLS fi. ae 





72 


Chronomatic-227. Battery Backup makes sure you wake on time 
— even if power fails during the night! Snooze and sleep controls, 
bright/dim display switch, AM/Wake indicators. Radio has 7.6cm 
speaker, lighted dial, ceramic filter and earphone jack. 6.4 x 24 x 
Oe ea eer | eee TT 59.95 


Chronomatic-233. A better buy than ever! Selectable radio or 
buzzer alarm, hi/io LED dimmer switch, 1-hour/59-minute sleep 
and snooze. Radio has lighted dial plus AFC and ceramic filter for 
superior FM, 7.6cm speaker, earphone jack. 6.3 x 23 x 14cm. 

Co. ee BATE Seen eee ox 08 59.95 


Use Enercell Extra-Life 9V Battery #23-583 (not included) for Best Battery Backup/Sentinel Results 


THE LATEST FEATURES AT THE LOWEST PRICES 


Dual-Alarm Digital With 
Calendar 


95 .) /  eiaatedrmemtame CIN eSeeienemmneeen ee 
, sateen oir te 
2 =. 
#2 ee 
=e an —, 
pal : ee 
f oes “3 pL, 
_ << aby ~ TS 
z : 
aad rs — 
- 


¢ Separate ‘‘His ’n Hers’’ 
















Wake-Up Times ————— 
e Fluorescent Display with 
Hi/Lo Dimmer 
Chronodate® -226. Not one, but two | | | —= : 
alarm times — wake to music, beeper (7 ———————_——S ad Nd Seton 
alarm or both! Displays time with | “2 ox ws j.. — 
seconds, or month and date. Clock has an ] I ek Se i, 
snooze and sleep controls. Radio fea- ; : "eh FU) 


tures 8.9cm speaker, lighted tuning 
dial, AFC and ceramic filter on FM, ear- 
phone jack, terminals for external FM 
antenna. 8.9 x 30 x 15cm. 

ee a 79.95 





“Human-Engineered” Direct-Input Pushbutton 
Controls Simplify Operation 


a nit tah rtvetemameta sd ly Pte nab a Seoee - OMe tire cae 
4 “ . Nail med NOR inet aageigees ore ee eteeetiinenden et .- - " ome : 
Bee PE eh Bee et ee mE arr ~ rioters atten —tr° sotibeed 
Beet cay: ART wy , ted tad APLINE star aay ges ne Oe eas oan art a 
BAR ine ea RecN chim we SE acon wae ee a a ag 

Se) en Nga eT . SPIE, - aP odon wate dats nig 

OES nthe ee a . rf eeier dire tat - cae 

? Pa bE as, ln te, ss TEER ens toe w Side 
eee Ue Miah oo oT ne 2 tras ry i . 
5 Sees yi : eh ee ” , — 
ty vat ad s . 


e You Can’t Buy an Easier-to-Use Clock Radio 
e Green Fluorescent Display With Auto-Dimmer 





Chronomatic-232. Thin-line front-panel controls make 
this our easiest-to-use clock radio ever! Features a top- 
mounted sensor-type snooze control, plus display indi- 
cators for a.m./p.m., sleep and alarm. 1-hour/59-minute 
sleep control. Lighted slide-rule dial, hi/lo tone switch 
and 7.6cm speaker. 5.7 x 24.1 x 13.9cm. Soft-Touch Controls for 
a ee 64.95 Easy Entry of All Functions 


Our Lowest Pnced AM/FM Waker-Upper Budget-Priced and Feature-Packed 


} yarverone enya Ml : ares ‘ 
Ma aia GTI ; 
$4 60 i 100. 190 460 Aiea 


Compact—Fits Any 54° = 


Table or Shelf 

Chronomatic-236. Our lowest-priced model! Let this reliable 

bedside companion wake you to radio or ‘“‘beep”’ alarm. Has Chronomatic-234. Doze off to radio for up to one hour and 59 
minutes with auto-shutoff, wake to radio or buzzer. Hi/lo LED 


snooze button, fast/slow time-set. Radio features 7.6cm 
speaker, IC circuitry, FM ceramic filter. 6.3 x 22 x 12.7cm. dimmer, p.m./wake indicators. AFC and ceramic filter on FM, 
; earphone jack. 6.3 x 22x 12.7cm. 12-1541 54.95 


12-1542 





All Realistic Clock Radios Feature Impact-Resistant Moulded Cases and Built-in Antennas 73 
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Moving-Magnetic Phono......... 21 6G PHONOGRAPHS ee roca Pane 107 
Recording Tape ............... 37 Compact System. .. . an ae SS TL RE 107 
CASES GIGS asa sic is wis ven vg em to Wass 105 Component Systems.........4—12 SRUGREE scamcwer vewunen bes 22, 53 z 
PRG Line wsra-sien sd emai ate 98 Grille Cloth, Speaker.............. 22 Phono Accessories............ 12, 20 TONG: enw ais ce erie sane ls ave 107 
ee er 35 Grilles, Speaker ................. 53 ee ae ee 93 THGING ss ass sis Kersiay oe crayon 2 85 fe en Cr 90 
74 NOW NEARLY 350 TANDY LOCATIONS IN AUSTRALIA ALONE — WE’RE NEAR YOU 


TANDY STORES 
AND DEALERS 


NEARLY 350 STORES 


DIRECTORY _ 


SYDNEY: I A 
BANKSTOWN 160/61 BankstownSq............... 709 6423 
*BAULKHAM HILLS 7AOldNorthernRd ............. 686 1056 
@*BLACKTOWN Shop 42, WestpointShop'Cntr......... 621 2379 
BONDI JUNCTION ist Fi, Cnr Oxford & Waverley Sts. .. .389 2945 
*BROOKVALE 658 PittwaterRd .................... 938 2778 
BURWOOD Shop 50, Burwood Plaza, Railway Pde....... 74 6312 
CAMPBELLTOWN 79 DumaresqSt............. (046) 25 3524 
CAMPSIE Shop 7, 281-287 BeamishSt ............. 789 5889 
@CARLINGFORD Shop 65, CarlingfordCourt........... 872 3397 
@CASTLE HILL Shop 224, Castle Mall, Old NorthernRd . .680 2970 
eCHATSWOOD Shop 15, Chatswood Centrepoint....... 419 5896 
CROWS NEST Gnd Floor, Cnr Falcon & Alexander Sts ... .43 0205 
eDEE WHY 902 PittwaterRd................0.0000.. 98 4096 
*EASTWOOD 263 RoweSt........................ 858 3898 
eEMERTON Emerton Village Ctr, JerseyRd ........... 628 6470 
eFAIRFIELD Shop 8, Westfield Shop'Cntr, SmartSt. ... .727 3863 
*GLADESVILLE 309 VictoriaRd .................... 896 1442 
GORDON Shop 4, 9-11St.John'’sAve .............. 498 1916 
HORNSBY 2B BurdettSt ....................085, 477 1673 
@HURSTVILLE Shop 9/10, 309ForestRd ............ 570 3782 
@*LEICHHARDT Shop 67, Leichhardt MarketTwn....... 569 1098 
@*LEICHHARDT 371 ParramattaRd................... 560 7959 
@LIVERPOOL Shop 3, 28RailwaySt................. 601 2753 
@MACARTHUR Shop L34, Macarthur Sq. Shop ‘Ctr, 

RIN So cpiecs ce ce eed ln Pe did oed aed (046) 25 7102 
PEPE OU VONGY AG 5G ds yachts eeleed on 977 3889 
*MASCOT Shops 1&2,1105BotanyRd.............. 693 1918 
MAROUBRA 2/699AnzacPrde................... 344 5683 
MARRICKVILLE 111 MarrickvilleRd ............... 569 8048 
eMERRYLANDS Shop 60/61, Stockland Mall, 

Car, PIG MCFarlane Ste os.issy ce loa stein oe bs cae 637 4448 
MIRANDA Fountain Court Level, MirandaFair ........ 525 3350 
¢MOOREBANK Shop 3, Liverpool East Shop'Cntr, 

Oe eee rte ey 602 4232 
eMT. DRUITT 91 KurrajongAvenue................. 675 1440 
MT. DRUITT Shop 12/13, Mt. DruittSq. Shop'’Cntr .. . .625 7321 
NORTH ROCKS Shop 3, WestfieldShop'town......... 872 1859 
eNORTH RYDE Shop 2, Macquarie Square Shop'Cntr, 

RN ire ccatainrs kee erase sn Ra aE wakes a bh 887 1718 
eNORTH SYDNEY 15A Nth Sydney Shop'town, 

FROM ONS cc a hw FAR we Wa on eau Ae 436 3014 
PARRAMATTA 38GeorgeSt...................... 633 2218 
*PARRAMATTAWEST Westfield Shop'town .......... 633 2971 
SPEMMITEE SOT PIONS! i. iii ii icc wee cs oh Kar (047) 31 6064 
PENRITH Shop 72, Penrith Shop’ Square, 

OO Ee hee eee ee er (047) 32 2742 
“RICHMOND Nelson Park Enterprises, Shop 2 Rear, 

Rd (045) 78 4101 
ROCKDALE 460A PrincesH’way .................. 597 1126 
*ROSELANDS Shop L33, Roselands Shop'Ctr, 

Roselands Ave. Wiley Park... csc oy eww wee 750 6610 
SEVEN HILLS Shop 21, RegionalCntr .............. 622 7507 
ST. MARYS Shop 3, 167-171 QueenSt ............. 623 5878 
UNMET PEGS 5 os 0 es oS KASSins WH dt Hi aNS. od, 8 267 3959 
WEEE TET CORN OU i.e oes bs kA SN OK be BAe OR LAO 267 1305 
SYDNEY Suite 2, Basement Level, Angel Arc. 

Deere ss oe Suc Soe th Ghd vs he oa ee ee te 233 6118 
eTOPRYDE Shop 79, TopRydeSq.................. 807 2520 
*WARRIEWOOD Shop 33, Warriewood Shop'Sq., 

MNS FUE ute dts Stal Wid eibeevcee ebkhahdhand= Gke 913 1911 
®WETHERILL PARK Shop 49, Stockland Town Centre, 

EEE Percale Gd Hiker uies ay cies cb Sigs eta 609 7471 
N.S.W. COUNTRY: 

ALBURY 554 Olive Street .................... (060) 21 6099 
@ARMIDALE 119 BeardyStreet................. (067) 72 1848 
“BATEMANS BAY Bay City Sight & Sound, 

le 8 x4 Seasxiess LA calecs Hina ve eG v8 (044) 72 5030 
“BATHURST Sound of Music, 87 George Street... .. (063) 31 4421 
*BEGA Booths AutoCentre, 209CarpStreet........ (0649) 21114 


*BOURKE Valco Distributors Pty. Ltd., 18 Richard St (068) 72 2816 
“BROKEN HILL John Hart Electronics, 397 Argent St (080) 88 3148 


COFFS HARBOUR 37 GraftonStreet ............ (066) 52 2211 
*CONDOBOLIN Condobolin Colourvision & Ser. P/L, 
A le OR ae re (068) 95 2368 


*COOMA Hammill Electrics, 10 Bomball Street ..... (0648) 2 3095 
*COOTAMUNDRA Max Rudd Pty. Ltd., 


TOF PRIMO OO soos 28 fee sc Swe ee (062) 42 2692 
*COWRA Martins of Cowra, 57 KendalStreet ...... (063) 42 2821 
*DENILIQUIN Simply Us, 148-168 Cressey Street. . .(069)53 2081 
DUBBO 33 Macquarie Street.................. (068) 82 5011 


*FORBES Hal Brenner & Sons P/L, 29 Rankin Street . (068) 52 2894 
“FORSTER Forster Photosound, Shop 36, 


Forster Shop'Village, BreesePde.............. (065) 54 5006 
GOSFORD 42W Imperial Centre, MannStreet ..... (043) 24 3392 
eGOULBURN 200 Auburn Street................ (048) 21 5992 
GRAFTON 119 PoundStreet................,. (066) 42 4205 


*GRIFFITH The Record Centre, 222 BannaAvenue . .(069) 62 1577 
*GUNNEDAH Eather's Sports & Electronics, 


RU ONO SD i5o0ssg Fa A Aissrceegutie bo aa ces (067) 42 2230 
*INVERELL Stockman & Higgins, Jacks Arcade, 

PRM NE scuicicans weaieatewig aie Beenie na atte ole Hi oS (067) 22 1300 
*KATOOMBA Conquest Electronics Pty. Ltd., 

IS RUMEN. oe a 4G Wa SEA fs Hee ok KEE (047) 82 2491 


"KEMPSEY Fry's Video-tronics, 52 Elbow Street .. (065) 62 4883 





*LEETON Leeton Record Centre, 121 Pine Avenue. . .(069)53 2081 
*LISMORE Decro Electronics, 3A6-16 Carrington St . (066) 21 4137 
*LITHGOW Douroy Photographic Service, 


TOPE se een tee te rs ibcan Keen bas (063) 51 3173 
MINTO Shops 14-16, Minto Mall, RedfernRd ................ 
*MOREE Phillip Jones&Co., 207BaloSt ......... (067) 52 1306 


*MOSS VALE Gamlen Electronics, 502 Argyle St... .(048)91 1786 
*MUDGEE Darryl Adams TV & Radio, 100A Church St (063) 72 1822 
*MUSWELLBROOK Muswellbrook Electronics, Shop 24, 


Muswellbrook Market Place.................. (065) 43 3172 
*NARRABRI Northwest Printing & Office Supplies, 

FIM ERES. S oa os Bs senate os Sec ee aca cas (067) 92 1295 
*NOWRA South Coast Organ Ser. The Village Cntr. 

I INE oe ROE nu Tales om ores on et ee (044) 21 5552 
ORANGE 289 Summer Street ................. (063) 62 4025 
*PARKES Merv Griffen Radio, 183ClarindaSt...... (068) 62 2593 
“PORT MACQUARIE Port Pharmacy, 36 Horton St .. .(065) 83 1019 
*SCONE Scone Electronics, 146 KellyStreet....... (065) 45 1483 
*SINGLETON Gray's Electrical, 129JohnSt....... (065) 72 1611 
@SHELLHARBOUR Square, Shop 49A & B, Lake Entrance Rd. 

OBR FR eis cA cardia os ca vipa Gs Da BNE we HAI (042) 96 5677 
TAMWORTH 32 KableAvenue................. (067) 66 3574 
eTAREE 234 VictoriaStreet.................... (065) 52 3633 
*TENTERFIELD Jeff Hollands Sports Store, 

POM POUOR SOO, 5 assis is io 5 78 88 Aes ee na OO (067) 36 1140 
TWEED HEADS ShopS 5/2TweedMall ......... (075) 36 4357 
eWAGGA 19 BaylissStreet.................... (069) 21 4421 
*WEST WYALONG Gunsports & Elecronics, 

Dela kG Tne oe eee Pe ere (069) 7212 Ext91 
eWYONG Shops 311 & 312, Wyong Plaza, Alison Rd . (043) 53 2551 
*YASS John Warmington, 116 ComurStreet....... (062) 26 1411 
NEWCASTLE: 

*ADAMSTOWN Shop D7, GardenCityShop’Ctr..... (049) 52 4198 
eCHARLESTOWN 193 PacificHighway................ 43 0651 
eMAITLAND Shops 7 & 8, Pender Place Shop Centre 

CRELMEGH G& BANNCIG SIS eds estes dcorerewraen oon bE 33 4982 
eNEWCASTLE 788 Hunter StreetWest................ 69 2207 
eNEWCASTLE Shop 13, Market Square Shop'town...... 26 3073 
*TORONTO Satellite Television Services Pty. Ltd. 

21GO TRE BOUGVAIG 6.5855 sg, woaessite os im Kon Ka GER 59 1166 
WOLLONGONG: 
eFIGTREE Westfield Shoppingtown ............. (042) 29 3176 


WOLLONGONG Shop 30, Crown Ctr, 200 Crown St .(042) 28 4413 
@WARRAWONG Shop 15, Warrawong Regional 


ShoppingCentre ..... cece ee cere ees (042) 74 3874 
CANBERRA: 
*BELCONNEN Shop 116, Belconnen Mall, 

er ae ee (062) 51 1139 
eCANBERRACITY Shop 13, PlazaLevel, The Boulevard .. .49 8942 
@FYSHWICK Cumberland Court, WollongongSt......... 80 5530 
@PHILLIP Upper Level Woden Shopping Square......... 81 5995 
MELBOURNE: 


@AIRPORT WEST Shop 54, Airport West Shop'town .(03)338 7642 
@BENTLEIGH Shop 3, 385 Centre Road 557 8117 
BLACKBURN NORTH Shop 38/39, Blackburn Square . .878 1568 
BORONIA Boronia Village................0.00000.. 762 5050 
@BOX HILL Shop 30, Whitehorse PlazaShop'Centre..... 898 2343 
BRANDON PARK Brandon Park Shop'Ctr, 608 Ferntree Gully Rd 


Mulgrave, Glen Waverley......................., 561 3574 
*BROADMEADOWS Shop 34, Meadow Fair, 

PESO VMO RO eee es Ee eH Fee EIU 309 5265 
BRIGHTON NORTH 335 Bay Street. .............., 596 3985 
eCAMBERWELL 662 BurkeRoad................... 2 8297 
*CHADSTONE, Chadstone Shop Ctr, 1341 Dandenong Rd 568 1581 
eCHELTENHAM 20 StationRoad ................... 584 4871 
eCHIRNSIDE PARK Shop 717, Chirnside Park Shop’ Ctr. 

SCR, Ble teeter od eoucaocoen can 726 5338 
CLAYTON 331 ClaytonRoad...................... 544 6169 
COBURG 61 WaterfieldRoad ...................., 354 3478 
*DANDENONG Shop 1,12/16McCraeStreet.......... 791 6972 
eDEER PARK Shop 68, Deer Park Shopping Centre... ... 363 6015 
DONCASTER Shop 76, Westfield Shoppingtown, 

Doncaster & Williams Roads...................... 848 9121 
*ELSTERNWICK Shop 2, 486GlenhuntlyRoad......... 528 6887 
FOOTSCRAY 118HopkinsStreet................... 68 4493 
FOREST HILL 37 Mahoneys Road.................. 877 6797 
FRANKSTON Shop 1A. Cnr Beach & Olsen Streets ..... 781 1527 
eGREENSBOROUGH Shop 73, Greensborough Shop 'Ctr. 

OM isa 6: garage Ziv ls kG Ge FE FEN’ nee adler de mele 434 5822 
KEYSBOROUGH Parkmore Shopping Centre.......... 798 5099 
*KNOX CITY Shop 103A, Knox City Shop. Centre, 

Cnr Burwood Hwy &StudRd...... 0... 221 6050 
@MARIBYRNONG Shop 3, Highpoint Shop ‘Ctr. 

MOSM ices iy case care Cialis os SUC w ee 318 5077 
eMONEE PONDS 22HolmesRoad................... 370 5039 
@MOORABBIN ‘Moorabbin Link’, 

Cnr Nepean Hwy & RedholmesSt.................. 553 3573 
eMELBOURNE 2/72LonsdaleStreet................. 663 3193 
eMELBOURNE 284 BourkeStreet .................. 663 2361 
eMT. WAVERLEY 9 Hamilton Place ................. 277 0551 
eMULGRAVE Shop 10.1 & 10.2 Waverley Gardens 
UE As Bik 0B Bohs ‘eBn dn orery sian tn cote vntdelnase 8 547 0898 
@NARRE WARREN Shop 34/35/36A, Fountain Gate Regional 

ST Aalt, WORT OATOL IVD 6 5 peo: von actioned souladssgeeral 704 6698 
NORTHCOTE Northcote Arcade, 329HighSt ......... 489 6532 
PORT MELBOURNE 297 BayStreet,................. 64 3571 
*PRAHRAN 251 ChapelStreet...................... 51 2111 
OPRESTON G12 Mion Street. oi ac cs sarees ks KA eww ow 478 3462 
eRICHMOND 416 BridgeRoad..................... 428 2997 
RINGWOOD Target Square, Cnr New & WhitehorseRd. . .879 3424 

@SUNSHINE 17 DicksonStreet ............ gy ae 311 8711 


SPRINGVALE Shop 2/288, SpringvaleRoad ......... 547 8451 
eST.KILDAShop 2, 149AclandStreet............... 534 4113 
eVERMONT SOUTH Shop 24, Vermont South Shop'Ctr. . .233 4213 
eWATSONIA Shop 6, Diamond Village Shop'Ctr........ 435 0152 
*WERRIBEE The Werribee Photo Shop, 76 WattonSt ....741 7089 
ViC COUNTRY: 
*ARARATT Araratt Motorcycles, 4IngorSt....... (053) 52 1978 
“BAIRNSDALE Kel Magree Pharmacy, 16 Bailey St .(051) 52 4048 
BALLARAT 65 Bridge Street Mall.............. (053) 31 4913 
“BENALLA Benalla Electronics & Music Centre, 

ce ip I ied pel a Cae. (057) 62 4155 


BENDIGO Shop 19, Fountain Plaza, View Point .. . (054) 42 3035 
*COBDEN Cobden Pharmacy, 43 Curdie Street ..... (055) 95 1057 
*COLAC Uniparts Centre, Colac, 210 Murray St ... .(052)31 2359 


eCORIO Shop 17, CorioVillageShop'Ctr.......... (052) 75 2348 
“ECHUCA Webster Electrics, 220 Packenham St.. . .(054) 82 2956 
GEELONG 171-181 MooraboolStreet ............ (052) 9 8731 
*HASTINGS Fred Baynes, Guardian Pharmacy, 

APR AVON cc ee cehdoct weasels Alyy WW (059) 79 1513 


*HORSHAM Lindsay Smith Radio, 84 Firebrace St . (053) 82 1042 
*KERANG Kerang Amcal Pharmacy, 28 VictoriaSt. . .(054)52 1010 
*KYABRAM Gorr's Pharmacy, 174 Allan Street ..... (058)52 2186 
*MILDURA Unipart Centre, 48 MaddenAvenue ... .(050) 23 2882 
“MORNINGTON Rattray & Walker P/L, 


Mornington Shop'Village .................... (059) 75 4425 
@MORWELL Shop 36, Midvalley Shop'Centre 

ee Sa Serre sy (051) 34 6060 
*MORWELL Turpin & Wilson, 47 BuckleySt....... (051) 34 2453 
“PAKENHAM Pakenham Photo & Art Centre 

EB ee ee ee eee (059) 41 1562 
*PORTLAND Jasse Electrics, 39 JuliaSt.......... (055) 23 1179 
*ROSEBUD Bayne & Trembath, Guardian Chemist, 

GROOU A: xcs ms Chitieed Saw ku ee EL (059) 86 8288 


*RYE Rattray & Walker (Vic) P/L., PeninsulaAve. . .(059)85 2247 
*SALE W.D. Leslie Pty. Ltd., 363-375 Raymond St . (051) 44 2677 
*SEALAKE Stubbs Newsagency, 54 Best Street... . (050) 70 1030 


SHEPPARTON 154/GHighStreet.............. (058) 21 1796 
*SUNBURY Smit's TV and App. Service P/L, 
PORNO ROD isons ta ca per mewmretxccoern hh aes (037) 44 1355 


“SWAN HILL Dunoon The Chemist, 211 Campbell St . (050) 32 2838 
*TRARALGON Grants Pharmacy, 103 Seymour St. . .(051) 74 3000 
“WARRNAMBOOL The Unipart Centre, 160A Koroit St(055) 62 7417 
*WARRAGUL James Discount Lighting, 74 Smith St . (056) 23 6544 
*WONTHAGGI Sth Gippsland Photo Fin. Services, 


(fa! |, nn seen er A) (056) 72 1749 
BRISBANE: 
BRISBANE CITY381 Adelaide Street ........... (07) 229 5133 
*BROOKSIDE Shop 17, Brookside Shop'Centre, 

Osbourne Rd., Mitchelton...................005. 355 6860 


CANNON HILL Shop 20, Galaxy Plaza Shopping Centre. 390 6619 
eCARINA Shop No. 7A, Carindale Shop'Ctr, Creek Rd . .398 9063 


eCHERMSIDE Shop 17, Chermside Shop'Centre........ 59 7180 
eFORTITUDE VALLEY 191 Brunswick St.............. 52 4036 
*INDOOROOPILLY Shop 124, Indooroopilly Shop'town . .378 8590 
eLUTWYCHE Cnr Bradshaw St & Lutwyche Road ....... 57 3214 
MT. GRAVATT Shop 4, 1961 Logan Road, 

og AL EE ree eae hI ah, 343 5796 
eMT. OMMANEY Shop 20, Centenary Shop'Ctr ....... 376 3434 
*REDCLIFFE Shop 12, Sutton Centre, SuttonSt....... 284 8476 
eSTRATHPINE Shop 34/35, Westfield Shop’town, 

CMMI Oleg iis ick a 85 SH SSR CARDS OU RER OD 205 6169 


SUNNYBANK Shop 27A, Sunnybank Plaza Shop’Ctr . 345 5239 
eTOOMBUL Shop 10G, Westfield Shop’ town, 

i Reg heinenat Accaeetenag Se ee A ha pte 266 9831 
WOODRIDGE Shop 26, Woodridge Plaza, Wembley Rd .208 0093 
*WOOLLOONGABBA Cnr Catherine St & Annerley Rd .. .391 7628 


eWYNNUM 108 Edith Street.................00... 396 6979 
QLD COUNTRY: 
*AYR Brandon & Muspratt Services, 

ASAE S ROWING Lo hos br os vice pd exe qeome es vas (077) 83 2904 


*BEENLEIGH Beenleigh Pharmacy, 117ACityRd .. .(07) 287 2554 
@BROADBEACH Shop 94, Pacific Fair Shop ‘Ctr, 


ODM BOUOV AOS 55: 5% 50 04 £5. 00s Saw ed aaa (075) 50 2144 
*BUNDABERG Shop 9, Sugarland Shop'town...... (071) 72 4122 
*CABOOLTURE Custom Computer Services, 

Cnr. King St. & BeerburrumRd. .............. (071) 96 4344 
*CAIRNS AAB Equipment P/L, Shop 41, 

CATIVAIE SINS TOW... ... Licata Fhe Asotdb yal enees (070) 51 1795 


*CALOUNDRA Hume's Electro-Mart, 9 Tay Avenue. .(071)91 4270 
*CANNON VALE Coastal Computer Service, Shop 5. 


Mountain Valley Shops, Shute HarbourRd........ (079) 46 6854 
“CHARLEVILLE Charleville Body & Radiator Works, 
FRM EE 85 aia ots VP a nk Na es (074) 5911 Ext 406 


“CHARTERS TOWERS Inland Electronics, 129 Gill St. (077) 87 2026 
*DALBY Universal Services, 76 Cunningham St ... .(074)62 3228 
“EMERALD Emeraid Electrical P/L, 


Cnr Anakie St. &ClermontSt. ................ (079) 82 1821 
*GATTON Cooks Electrical, Gatton Shop 'Ctr. 

Sn Ie Med hee IE Gi) RTM: (075) 62 1686 
*GAYNDAH Grants Electrical, 21 MesonSt...... (071) 6911 Ext94 
eGLADSTONE 29 Tank Street.................. (079) 72 1761 
*GYMPIE Gympie Musicland,50MarySt......... (071) 82 3226 
“INGHAM Strange The Printer, 1 HaigSt.......... (077) 76 2761 
*IPSWICH 33 Nicholas Street.................. (07) 281 6733 
*KARUMBAB &B Supermarkets, 3YapparSt,..... (077) 45 9188 
“KINGAROY Kingaroy Discounts, 180 Kingaroy St. . .(071)62 1544 
MACKAY ‘Chaseley House’, 7SydneySt ........ (079) 51 2889 


*MAROOCHYDORE Sunshine TV, 62 Aerodrome Rd .(071) 43 1611 
*MARYBOROUGH Kingston Pharmacies, Maryborough 
EE CR Sa ES, (071) 22 1099 
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*MT. ISA Outback Electronics, 71 Barkly Highway . .(077)43 3475 


*NAMBOUR Hayne & Perrin Pharmacy, 65 CurrieSt .(071) 41 1322 
*ROCKHAMPTON NORTH Webbers Discount House, 

K-Mart Plaza (079) 27 6544 
*ROCKHAMPTON Cnr. East & William Sts (079) 27 7500 
*ROMA Barry McCabe Chemist, 84 McDowall St. . .(074) 22 2211 
*ST. GEORGE St. George TV Hire Service, 

97 Victoria St (076) 4911 Ext 456 
@SOUTHPORT Shop K6, Sundale Shop’ Ctr (075) 32 5353 
*TEWANTIN Shawford P/L, Shop 1, 

Lakeside Shop 'Ctr (071) 49 7601 
*TOOGOOLAWAH Alan Roughan Chemist, 

RG CIGRSIFOOK SEs oi ona sie avis 6s i Ha HS Oe BAS (075) 83 1341 
©TOOWOOMBA 135 Margaret Street (076) 32 7807 
*TOWNSVILLE Sun City Electronic & Computer Ctr, 

611-613 Flinders St. PO Box 5095 MSO (077) 72 5499 
*WARWICK Audivision, 54 Palmerin St (076) 61 3131 
*WEIPA Cape York Pharmacy, Nanum Ctr (070) 73 3412 
ADELAIDE: 

*ADELAIDE 94 Gawler Place (08) 223 3842 
*ADELAIDE SOUTHERN CROSS, 52-62 King William St ..212 7007 
@BLACKWOOD Shop 4, Shepherds Crt. Shepherds Hill Rd 278 6292 
*BRIGHTON 525 Brighton Road 298 7130 
*COLONNADES Shop 8-11 Colonnades Shop 'Ctr, 


@FINDON Shop 1/2-127, Findon Road 
eGILLES PLAINS Shop 12/13, Gilles PlainsShop'Ctr.... 
GLENELG 42-44 Jetty Road 
GLEN OSMOND 401 Glen Osmond Road 
MARION Shop 143, Westfield Shop'town, 

Cnr Strut & Diganol Roads, Oaklands Park 
*MODBURY Shop 11, Tea Tree Plaza Shop 'Ctr, 

984 Main North East Rd 
*NORWOOD 252 The Parade 
@PORT ADELAIDE Port Mali Shop'Ctr, 176St. VincentSt .. 
PROSPECT Shop 35, Northpark Shopping Centre 
SALISBURY Shop 6, Parabanks Shopping Centre 
@ROSEWATER 156 Grand Junction Road 
*UNLEY 129 Unley Road 
*WESTLAKES Westiakes Mall 


S.A. COUNTRY: 
*CEDUNA Spry's Retravision Electrical & Furniture 

50 Poynton Street 
*GAWLER Harorge Gift Centre, 94 Murray St (085) 22 1543 
*KADINA Kadina Auto Supplies, 15 Graves St (088) 21 1188 
“KANGAROO ISLAND Sight & Sound, Shop 2, 

Queenscliffe Shop ' Village, Dauncey St., Kingscote . (0848) 2 2599 
*LOBETHAL Pay 'n Pak, 73 Main Street (083) 89 6065 
“LOXTON Rivergrowers Co-op. Ltd., East Terrace. . (085) 84 7776 
“MT. GAMBIER Unipart Centre, Shop 17 Odeon Plaza, 

Cnr. James St&ElizabethSt.................. (087) 25 6383 
“MURRAY BRIDGE LMI Pty. Ltd.,6SouthTerrace . (085)32 1880 
“PORT AUGUSTA Young & Gordon Pty Ltd, 

9 Commercial Rd (086) 42 2133 
*PORT PIRIE Smiths Electrical, 82-84 Ellen St (086) 321 808 
*PORT LINCOLN Lincoin TV Service, 22 Liverpool St . (086) 82 2606 
*VICTOR HARBOR Victor Hardware Co., 

PER VIUMESE: 95's G55 Sidon beh ays scene nue tum er me mes (085) 52 2085 
WHYALLA 37E Patterson Street (086) 45 9144 


(086) 78 2347 





PERTH: 
BELMONT Shop 17, Belmont Village Shop 'Ctr. 

BONMOBERVG os oc cia ws va emg Bey BARA we (09) 478 1664 
CANNINGTON Shop 77, Carousel Shop ‘Ctr. 

Albany H' way 451 2174 
@COTTESLOE Grove Plaza, Stirlin Highway 
*EAST VICTORIA PARK The Park Centre, Albany H'Way . .361 1791 
FREMANTLE Shop 1, 59 High Street 335 4131 
GARDEN CITY Shop 77, Garden City Shop 'Ctr., 

12 Riseley St, Booragoon 
*INNALOO Shop 35, Innaloo Shopping Centre, 

Scarborough Beach Road 
@KARRINYUP Shop 21, Karrinyup Shop ‘Ctr 
@MADDINGTON Shop 28, Maddington Plaza 
¢MIDLAND GATE Shop 34, Midland Gate 
©MIRRABOOKA Shop 19, Mirabooka Shop ‘Ctr 
PERTH 208 Beaufort Street 
*SUBIACO 169 Rokeby Road 3 
WHITFORD CITY Shop 15A, Whitford City Shop'Ctr .. . .401 8063 


W.A. COUNTRY: 
*BROOME Vision on Electronics, Cnr Frederick & 

Hammersly St (Oper) 92 1688 
BUNBURY Shop 5A, Bunbury City Plaza, Spencer St(097) 21 7011 
*BUSSELTON McCays of Busselton, 40 Prince St .. (097)52 1355 
“CARNARVON Pindarra Gift Shop, 32A Robinson St .(099)41 1802 
“ESPERANCE Esperance Toyworld, 12 AndrewSt... .(09)71 2504 
*GERALDTON Geraldton TV & Radio Services Co. 

20-26 Anzac Tce (099) 21 2777 
*HARVEY C.L. Squire & Co. , 94 Uduc Road (097) 29 1327 
*KALGOORLIE Todays Electronics, 75A Hannon St . (090) 21 5212 
*KARRATHA North West Audio Centre, Morse Court .(091) 85 1984 
“MANDURAH Lance Rock Retravision, 6ShollSt .. .(095)35 1246 
*MERREDIN Pharmacy 94, 94 Barrack Street (090) 41 1653 
“NARROGIN Westparts, 32 Egerton Street (098) 81 2422 
“NEWMAN Newman Appliances, Hilditch Ave. 

Shopping Centre (091) 75 1565 
“NORTHAM Stewart's Pharmacy, 92 Fitzgerald St . (096) 22 1008 
*PORT HEDLAND Vision On, 30 Anderson Street... . (091) 73 1020 
*ROCKINGHAM T.V. Joe, 33 Rockingham Road ... .(095)27 1806 
*TWO ROCKS Yanchep Sun City Hardware & Sports, Shop 7, 

Town Centre Lisford Ave (095)61 1063 
*WONGAN HILLS Wongan Central Electronics, 

14 Elphin Crescent (096) 71 1087 


TAS: 

*BURNIE Hilder Business Equipment P/L., Shop 20, Plaza Arcade, 
Mount St 

BELLERIVE Shop G28, Eastiands Shop ‘Ctr 

GLENORCHY Shop 9 & 10, Glenorchy Central Shop’Ctr. ..72 1601 

*HOBART 123 Liverpool Street (002) 31 0212 

LAUNCESTON Cnr of York St & Charles St (003) 31 8942 


N.T.: 
*ALICE SPRINGS Ascom Electronics, 76 Hartley St . .(086)52 1713 
*DARWIN Pfitzners Music House, 40 Smith St (089) 81 8508 


Save Up To 40% — Buy In Quantity From Tandy 


WA: 
_ FREMANTLE: Shop 1, 59 High Street 


*GOVE Sonovision, Endeavour Sq. Town Centre, 
Nhulunbuy 
*GROOTE EYLANDT L & S Koeleman, Shop 3, 
Alyangula Arcade, Alyangula 
*LEANYER Windsor Music, Shop 16, 
EUSA AE MINOR is 00 ces ecarccnge ex xe eeasteee » (089) 27 4290 
*TENNANT CREEK Tennant Creek Newsagency, 
Paterson St (089) 62 2664 
COMPUTER CENTRES: 
NSW: eBANKSTOWN Cnr Brandon Ave. 
nO era (02) 707 4611 
CROWS NEST ist Floor, 12-14 Falcon St. .(02) 438 2900 
*RYDALMERE 267 Victoria Road (02) 638 7055 
SYDNEY CITY 81 York Street (02) 29 3958 
CANBERRA Shop 1 & 2, Ground Floor, South Tower, 
Caga Centre, 38 Akuna St. (062) 47 0322 
BRISBANE 301 Wickham St, 
(07) 52 9000 


Fortitude Valley 
eMELBOURNE CAMBERWELL 

(03) 82 8293 
(03) 663 3091 


662 Burke Rd 

MELBOURNE CITY 284 Bourke St 

@MOORABBIN ‘Moorabbin Link’’, 

Cnr Nepean Hwy & Redhoime St (03) 553 3299 

SA: ADELAIDE 240 Morphett St (08) 51 9020 

WA: - ©PERTH 208 Beaufort St ... (09) 328 4122 
*SUBIACO 169 Rokeby Rd (09) 382 1900 

—- DEPARTMENTS 


GOSFORD: 42W Imperial Ctr, Mann St, Gosford ... .(043)24 3822 
HORNSBY: 2B Burdett Street (02) 476 3287 
LIVERPOOL: Shop 3, 28 Railway St (02) 601 2636 
MIRANDA: Fountain Court Level, 

Miranda Fair (02)526 1104 
MT. DRUITT: 91 Kurrajong Avenue (02) 69 1696 
NEWCASTLE: 788 Hunter Street West (049) 27 1033 
NORTH RYDE: Macquarie Centre, Herring Road ... .(02)887 1714 
PENRITH: 401 High Street (047) 21 4930 
WOLLONGONG: Shop 30, 200 Crown Street (042) 298 8533 
SA: 

MARION: Shop 143, Westfield Shop’town, 

Cnr Strut & Diagonal Rds , Oaklands Park 
MODBURY: Shop 11, Tea Tree Plaza Shop. Ctr, 

984 Main Nth East Rd 


vic: 
BALLARAT: 65 Bridge Street Mall 
DANDENONG: 12 McCrae Street 
DONCASTER: Shop 76 Westfield Shop'town, 
Doncaster & Williams Roads 
FRANKSTON: Shop 2, Cnr Beach & Olsen Sts 
GREENSBOROUGH: Shop 73, Greensborough 
Shopping Centre 
MARIBYRNONG: Shop 3, Highpoint Shop’ Ctr 
QLD: 
BRISBANE: 381 Adelaide Street 
CHERMSIDE: Shop 17, Chermside Shop'Ctr (07)59 4580 
INDOOROOPILLY: Shop 124, Indooroopilly 
Shoppingtown (07) 378 8674 
PACIFIC FAIR: Pacific Fair Shop’Ctr, Hooker Bidve . .(075)50 2739 


TAS: 
HOBART: 123 Liverpool Street (002) 31 0250 
(09) 335 4131 


(08) 298 8533 
(08) 264 1214 


(053)31 7064 
(03) 793 4777 


(03) 848 9221 
(03) 781 1049 


(03) 434 5022 
(03) 318 5077 


(07) 229 4042 








For premiums, sales promotions, educational and institutional needs. Quantity buyers and purchasing agents can get big savings off Cat. No.197 
regular ‘‘each’’ prices. Terms: NET 30 days, FOB Tandy store nearest you. 


DISCOUNTS TO BE TAKEN OFF SINGLE-PRICES—ITEMS MAY NOT BE ASSORTED (EXCEPT VALVES) 







Antennas, TV/FM 
Audio Components (Receivers, Amplifiers, Tuners, 
Speakers, Headphones, Frequency Equalizers) 
Audio Accessories 





Auto Tape Players, Radios, Accessories 
Batteries (Radio Shack Brands) 
Batteries (Other Brands) 

Books 
Calculators 










CB Transceivers (Base, Mobile, Walkie-Talkies) 
CB Antennas, Accessories 

Coax/Telephone Wire (100 — 150m Rolls Only) 
Computer Software, Accessories, Supplies and Books 


Pocket Computers, Color Computers, 
Mode! 100, Printers, Peripherals 

Model 4 Cassette Computer 

Model 4 Disk Computer, 

Model 12 & 16 Computers 


Electrical Accessories 
Electronic Components 
Electronic Games/Space Patrols 
Intercoms 

Kits (Science Fair and Archerkit) 
Microphones 

PA Equipment (Electronic) 










pauper 011 | t49 | 50-498 [500-0 | 


10% 
10% 




























20% 25% 


20% 
25% 


Phonos (Compacts) 


Radio-Controlled Toys 


Security Devices 
Speakers (unmounted) 


Tape, Recording (Audio) 
Tape, Recording (Video) 
Tape Accessories 


Telephone Accessories 
Test Equipment 


Equipment 


Radios (Clocks, Portable, Stereo, Novelty) 


Scanners, Communication Receivers 


Tape Recorders and Players 


Telephones (Dialers, Answerers) 











15% 
10% 


Tools and Hardware 
Valves 







Treasure Finders, Clocks, Watches, 





(See Store 





Video Accessories 











All Prices and Terms Optional in Dealer/Stores. 
Prices Subject to Change Without Notice. 


Tandy — The High-Technology Company Famous for Quality Electronics 





See Page 75/76 For Phone Numbers 
and Addresses 


Tandy 


ELECTRONI 


Handy Shop-by-Mail Order Form — Mail to your nearest Tandy Store or 
Dealer or Tandy Electronics Mail Order Department, P.O. Box 254, Mt. Druitt, 
N.S.W. 2770. 


Oliel-14:;e oh 
Name 


Address 


CITY 


STATE 
Postcode 


Catalogue No. Oy -S-Yot dle} ilelame) melelelors 





NOW YOU CAN CHARGE WITH 


5 bankcard 


Enclose your personal cheque, Money Order or 
Bankcard Numbers as specified below: 

Check and Fill in 

L) Cheque or Money Order Enclosed 

_) Charge to my Bankcard No. 


CARD HOLDER’S NUMBER 









| aislaltiela 


i ole. 1m Vaslele lah ames 
Merchandise 


Postage er TAleniiare| 


Role lm Vaslelelale aalenlet-i-10 


HOW TO FIGURE POSTAGE AND HANDLING 


Standard Mail 
$2.50 to $4.99 send $1.00 


$15.00 to $29.99 send $3.00 


Retail Prices in This Catalogue are Subject to Change Without Notice 


$30.00 to $49.99 send $4.00 
$50.00 to $99.99 send $5.00 
$5.00 to $14.99 send $2.00 $100.00 to $499.99 send $7.00 
Over $500 send $15.00 


For air freight outside of 
Australia we will send you an 
exact quote. 
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The impact of computers on education has 
become even more apparent in Australian 
schools. Tandy has continued to offer 
better and more powerful software for 
classroom and home use. Today, TRS-80 
is acknowledged as having the most com- 
prehensive library of field-tested and pro- 
ven educational software available any- 
where. Most of the world’s major educa- 
tional publishers (including Walt Disney 
and Childrens’ Computer Workshop) have 
agreements with Tandy to produce high 


TANDY’S CONTINUING COMMITMENT TO EDUCATION 


Bring the Full Potential of TRS-80°® Microcomputing to Your Classroom 


quality, educationally sound software for 
TRS-80 owners. Through ‘‘Australia’s 
Educational Challenge” we're helping in- 
troduce teachers to the benefits of com- 
puters in schools at our expense, and 
explaining how computers can enhance 
the learning process for children. 


Courseware, training courses and special- 
ly designed hardware such as our Net- 
work Controllers are just part of Tandy's 
constant updating to meet the needs of 
Educators across Australia. 


Direct enquiries to your local Computer Centre or Education Division, 
91 Kurrajong Avenue, Mt. Druitt — Phone: (02) 675 1222. 


Tandy’s Special Marketing and 
Contract Marketing Services 


Our National Marketing Division provides 
for the special needs of large Corpora- 
tions, quantity buyers and software system 
houses (O.E.M.'s). We'll help solve your 
Company's computer application and 
communication needs — including 
employee training! Specific applications 


seminars for word processing, spread- 


sheet analysis and electronic filing can be 
arranged at any of our Computer Centres 
Australia-wide. We'll even tailor sessions 
for the needs of your particular Company, 
including Executive Workstation Sem- 
inars, introducing non-computer people to 
the benefits. of what computers do and 
how they increase productivity. 


Direct enquires to your local Computer Centre or National Marketing Division, 
91 Kurrajong Avenue, Mt. Druitt — Phone: (02) 675 1222. 


Three Great Business Opportunities 


1. TANDY CAREERS IN RETAIL MANAGEMENT 
Become a part of the fastest growing operation in Australia 


lf you have the ability, desire and are willing to work at achieving max- 
imum sales and profitability, managing a Tandy Electronics store or a 
Tandy Computer Centre may be just the opportunity you've been look- 
ing for. Due to our continuing growth, new Manager Trainees are need- 
ed right now. There are vacancies in a number of excellent market 
areas. If you consider yourself to possess the necessary requirements, 
there's a real and exciting opportunity for advancement with Tandy! 


2. CONTRACT MANAGEMENT PROGRAM 
Runa Store and Share the Profits It’s Different — Not a Franchise 


If you have the ability, desire and are willing to work at achieving max- 
imum sales and profitability, managing a Tandy Store under this 
management program may be for you! 


Both new and existing locations are available in a number of lucrative 
market areas. 


A security Deposit of approximately $30,000 is required. Be part of an 
aggressive motivated and experienced company with a famous and 
exclusive product line, professional national and local advertising. A 
successful firm devoted to quality, service and Customer Satisfaction. 


3. DEALER PROGRAM 
Now you can add extra Profit, Traffic, Volume to your 
established retail store and get the best of both worlds! 


Our Dealer Program is a proven way to increase retail sales and profits. 
Choose the famous Tandy products you want to add to your line — and 
keep your own identity! If you have a successful store (hardware, fur- 
niture, appliance, jewellery, photo, chemist, etc.) ina country town con- 
tact us NOW. A minimum investment covering inventory and start-up 
costs can begin a rewarding association with Tandy, a leader in home 
entertainment and electronics! 





Write to The National Sales Manager, Tandy Australia Limited, 91 Kurrajong Avenue, Mt. Druitt, N.S.W. 2770 


MAKE TANDY YOUR TELEPHONE COMPANY 


Tandy Handy Princess Telephone 
Phone 


49° 








a ees 


(Ly) 





Compact design features electronic pushbutton dialling, last ‘number Designed as a table or desk top unit, with 9-number (16 digit maxi- 


redial button, ‘mute’ for private off-phone conversation. Complete with 12 mum) memory, pushbutton dialling, redial, ‘mute’ button, 12 month 
month warranty and bonus wall bracket. Telecom Permit C81/30/17. warranty, 1.8m coiled cord, 2.1m base cord. Telecom Permit 
43-9605 ..... ee Sev vesunaacccsseccs vei, ee C82/33/153.43-9606 ........-.-..06ee pebesicsss Oe 


299°° 


¢ Powerful 150m Range 
e 12 Month Warranty 


This cordless phone gives convenience 
and makes you accessible to those im- 
portant calls. Cordless phones will be the 
standard of the future. The handset range 
is 150m from the base station, ensuring 
freedom of movement. Handset has 
‘mute’ button, automatic last number 
redial, LED indicators, volume control, 
pushbutton dialling. Simply install by con- 
necting base station to any AC power 
point and existing socket. Telecom Permit 
C83/35/03. 43-9607 





All Tandy Phone Products Have a Telecom Permit Number and are Perfectly Legal to Use 79 






TANDY HAS YOUR NUMBER IN AUTO-DIALER PHONES 


Deluxe Auto Dialer/Telephone/Amplifier 























e Auto-Dialer With 16-Number Memory 


1 99°° ¢ Two-Way Amplifier, Privacy Button 
e Works As a Standard Telephone 


DUoFONE-16. Total calling convenience in an “all-in-one” 
telephone! Store up to 16 frequently called numbers for instant, 
one-button dialing. Each of the 16 memory buttons has a 15-digit 
capacity — numbers exceeding 15 digits are storable by storing a 
smaller total number, important for overseas calls. A battery 
powered backup system maintains all numbers stored in the 
memory if you need to unplug the phone. Built-in two-way 
amplifier and on-hook dialing let you have hands free conversa- 
tions. “Privacy” button turns off the built-in mike when using the 
amplifier so the other party can’t hear you. And, the Universal Dial 
system works with rotary dial lines so you always have push- 
button calling convenience. 9.3x21.9x24.9cm. Requires 4 “AA”’ 
batteries for memory protection. For single-line use only. 10g a: 







Two-in-One Telephone With 
16-Number Auto Dialer 


169° 


e Universal Dial System and Auto-Redial 
¢ Store Up To 16 Numbers in Memory for Instant Use 
Modern Styling Looks Great in Any Environment 





IDEAL FOR HOME AND OFFICE 





DUoFONE-10. This combination telephone/automatic dialer is a 
valuable addition to any home or office. Stores up to 16 phone 
numbers of up to 15 digits (or more, if you store fewer than 16 
numbers) in memory so you have instant, accurate one-button dial- 
ing of frequently called or emergency phone numbers. Universal 
Dial System gives you pushbutton convenience on any rotary line, 
and Auto-Redial lets you redial the last number called if it was busy 
or didn’t answer. Requires 4 “AA” batteries for memory protection 
when disconnecting phone to move to another location. 
8.8x13.9x25.4cm. For single-line use only. 43-291 ........ 169.95 





Telecom Permit #C82/33/66 
Portable Phone Listener Portable Hand Directory » Stick-On 


Easy Hook-up — 95 Phone Pen 
No Wirin 4 

Becpicect™ 1 3 99> 1 29 
Amplifies incoming calls so ; 


others can listen in. Suction t? Adhesive-mount 
cup pickup coil at- -4 back attaches 


a a 


RRR Leese 
* 





taches/detaches easily. Forward or reverse electric drive _ easily to telephone 
Volume control. Requires 9V finds any of 390 names. 13.0x ; or other smooth 
battery. 5.0x7.6x12.0cm. 9.5x2.8cm. Requires 2 “AA” bat- J surface. 

POY bp wstin eek meen 13.95 teries.43-112 .......... 9.95 43-110 ........ 1.29 
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TANDY’S TWO-TAPE ANSWERING MACHINES 
STILL AT AN INCREDIBLE $149.95 































DUoFONE TAD-110. Our lowest-priced 
answerer. Simple to operate features easy, 
two-lever operation. Fast-forward lets you 
quickly bypass unwanted material on the 
tape. Ringer-adjust feature sets the number 
of rings you want to allow before the system 
answers. Call-Monitor lets you screen in- 
coming calls when you’re at home. LED in- 
dicators for power-on and call-received. 
With built-in condenser mike for recording 
announcement tapes. 7 x 22.2 x 15.2cm. 

Ce 149.95 





Complete 
Two-Tape 
Answering 
System 





Telecom Permit #C82/16/71 STILL AT 


1983 
CAT. PRICE 


ey: f 95 Never Miss Another Call! 
cs Records Up to 40 Incoming 


Messages on Cassette Tape 





\ to 


Check on home on office calis when or just keep in touch 





moneages from away on business. . . at anytime! Du al-Cassette Phone Answerer 


with Remote Control 


e Microprocessor Controlled 


¢ Monitor Feature Lets You ‘‘Screen’’ 
Incoming Calls 


DUoFONE TAD-26. Don’t miss important phone calls! 
Easy-to-install, answers with your own 20-second an- 
nouncement, then records caller's message for up to 
30-seconds. Call your own number from any phone and 
receive your messages by remote control. With plug-in 
mike. Wngle 
75-ohm shielded downlead. 
Insta-mount. 15-1139 ... .5.49 


Shop Your Nearby Tandy Store for All Your Accessories and Supplies 85 


VIDEO ADD-ONS FOR EXTRA ENJOYMENT & CONVENIENCE 


Simplify Your TV Component System with This Handy Video Selector 


69°° 


¢ Switch Between Up to Five Video Inputs 


¢ Outputs for Up to Two TV Sets and/or 
Video Tape Recorders 


Saves Time 
And Trouble 


; No more disconnecting and reconnecting 
ee — rr | | 3 cables every time you want to switch video 
| | components! Connect a TV antenna, cable 

TV, a TRS-80 or other computer, video 
game, VCR, plus a video disc player. Direct 
the input you select to TV set for viewing 
' and/or VCR for taping. TV and VCR out- 
; _,You'll Love It! puts, inputs for antenna, CATV, VCR, 

The Solution to Video Confusion, Aux-1 and 2. Simulated walnut finish. 5.1 x 
And a Must for Any Video System! = 22.5x 11.4cm. 15-1261.......... 69.95 


T 
VIEWING 


on, A. r 
\\ \ =~ _TV/FM Connectors a 
\ tani = [C S | 
ee, vous 7, O F 
=. — E) TV Socket. 300 ohm, 2-pintype. 15-9600 .......... 0. ce eee ae 1.99 
[a] Wall Receptacle Plugs. Mate with all surface-or flush sockets. LE] TV Plug. 300 ohm, 2-pin ye OOO rete eecreuebetecee pueiay ice, aoeatas it 1.49 
GUESS Ca everest ecu aay eee ard sven g heh witiaan ersie/= wostiets aio) tietala els tj) » eis 2 for 99c |G Coax Outlet. Suits belling-lee 75 ohm type plug. 15-9602 .......... 3.99 
8) Surface Mount Universal Socket with Mating Plug. 2.2 x 4.4 x 1.4cm. H Wall Plate. Use with connectors above. 15-9603 ............05- 1.69 
TE-1192 ieee eee eee e eect eee e eet r nets eee eee senenes 1.19 (J) Plug your colour TV in any location in your home using 75-ohm co-axial cable. 
¢ Polarized Connectors. Prevent polarity reversale when splicing. TON Rh ts Se ORT Oblong der Racebetalor OLENA 
LGD aye. Soulena inert etd yere «nuke 3-5, Open RapNEEA Ke accre Sroncrox Pereira waite exe 1.19 [kK] Let you plug your colour TV in any location in your home, using 75-ohm Co- 
OD] Plug & Socket. UHF & VHF, TV orFM. 15:1199.........-.-0000- 1.19 axlalicables15S:9553) ys. o. cccSyeeetsre dare scalars alk Gare er ere IS eahe 4. gas’ wpe 3.99 


/ Wide Selection of Connectors and i Adapters a beg td a Coax 


“ 6) 
llpee 


Al (a) 4 g oD le A| F-59 Connector. For RG- 
~ 59/U Cable. 278-211 ...2/1.99 
[A] Male ‘‘F’’ Connector to RCA-Type Phone Plug. LF] Belling Lee Extension. Solderless Type. 278-9242 . : ed B) F-56 Connector. For RG-56, 
MUO ec cakehe tape tains Syhieudisue eta lw «5. aueks cxa16 5 occ onmmrerate 3.79 \G 75 Ohm Belling Lee Plug. 15-9540 ............ RG-59 super coax cables. (Re- 
8] Female RCA-Type Phono to Male ‘‘F’’ Connector. LH) 75 Ohm Belling Lee Socket. 15-9641 .......... 3. 49 quired when_ shortening 
LRN N AM fallow nS iS.ch =! oid, bs Bis sai’, dello infos SB ec ohecaamee ees 3.99 [J] 75 Ohm Line Joining Splicer. 15-9543.......... 4.29 15-1526, 15-1527.) 
Lc] Female ‘‘F’’ to RCA-Type Phono Plug. 278-252 . .2.79 [k} Coax Adapter. Adapts ‘‘F’’ Connector to Male Belling Co Ne ec 2/1.99 
LD| Female ‘‘F’’ Screw-On to Male ‘‘F’’ Push-On. L6G) 278-9260 . 5. aac cane wnis ae 5 ewe oars 2.29 (c] F-81 Bushing. Couples two 
PDO UO) 4 ivens (ateie wetn uxpieuarw o dia dette ete tee emeeerats 2.09 t} Coax Adapter. Adapts “‘F’’ Connector to Female Belling coax cables terminating in ‘“‘F’’ 
E| Male ‘‘F’’ to Male ‘‘F’’ Connector. 278-219 ...... 2.29 LGOl22B-S261 Meh, Fees) cleie cn ola aale mo ORC eats 2.29 | connectors. 278-213..... 1.49 


Archer TV and FM Accessories aly Get the Picture! Com Caple’Assembiles 


(A! Coaxial Cable Extension. “‘F’’ connector to 
Belling Lee plug. Use to connect 75 ohm wall plug 
toyour TV set. Approx. 2m. 15-9541 ....... 5.95 
{c] (B) Balun Lead. Converts 75 ohm down lead into 
300 ohms. Includes shielded cable approx. 2m. 
Lc: Oe eee ee ae ot Hina Eh Pee ateions 7.95 
Cc) 75 Ohm Belling Lee Extension. 2m cable, 
Belling Lee plug both ends. 15-9542 ....... 5.95 
Dd! 75 Ohm Belling Lee Extension. 2m cable, 
‘> Male Belling Lee plug one end, Female plug eee 
a 15-Q54G: «aces os tn Ares ole pein Bent Oa 5.99 


1.22m White Coax Cable. 
1h! UA ee 6.49 
2.44m. 15-1530 ..... 7.49 
4.88m. 15-1531 ..... 9.99 


oo) Plan 
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QUALITY ACCESSORIES TO BOOST Y 


VHF/UHF 300-Ohm Foam Cable. Our best! 
20-gauge copper, white-foam space web, dense 
polyethylene jacket. 


AG SARE N TM winiassre-shoturel vlove.s nyesee dege 9.99 
SOMME TS STUTS oc vice se eee hee ane 15.95 
Economy Foam VHF/UHF Cable. For 
strong-signal areas. 22-gauge copper, brown 
polyethylene jacket with blue polyfoam. 

15.2m. 15-1202 .......scceecceneees 8.99 
30.4m. 15-1203 ........02 eee eeeeee 15.95 


(C) Low-Cost Twin Lead. For TV or FM. 
24-gauge 4-mil. For indoor/attic use. 


Brown Twin Lead, 12.2m. 15-004 ...... 3.29 
Clear Twin Lead, 12.2m. 15-1158 ...... 3.29 
Standard Twin Lead. 22-gauge 7-strand. For 
indoor use. 15.2m. 15-1153 ........... 6.49 
BOs4M. 15-1154 oc cifras cde enes 8.99 


(D) 2.4m. Twin Lead Cable. Dual spade lugs 
attach easily from splitter to stereo, or coupler to 
set. 300 ohms. 15-1532............. 3.99 


(k] “Wall-Thru” Lead-In Tube. Makes it easy 
to run lead-ins through walls up to 33cm 
thick. Grommet seals out damaging 
weather. 15-1200 ......... Mein so Osae 


(1) 10 Coax Nail Clips. Insulated nails with clips 
to secure 75-ohm RG-59 coax cable. 
POSE Geo Gl) nner Pkg. of 10/1.69 


[M Coax Feed-Thru Bushing. Provides neater 
installations and protects cables. 


RG59U. 278-1643 .................. 69c 
RG6U. 278-1644 .................-4. 69c 


{[E] Shielded VHF/UHF Foam Coax Cable 
Assemblies. Combines low loss with interfer- 
ence-rejecting shielding. Use with 75 to 300- 
ohm transformers. F-56 connectors. 


15.2m. 15-1526 ..... 2.0 e eee eeeeees 19.95 
30.4m. 15-1527 2... ccc cet en eceees 32.95 


[F] Aluminum Ground Wire. Low-cost protec- 
tion against static build-up. 12.2m of #8 wire. 
Use with ground rod (15-530) below. 

VSR SE MEETS wos 0 Bo in laco) pie 9 verejacein o.8yh abe 3.79 


[G]) Antenna Discharge Unit. Protects against 
static build-up. For TV, FM. Solderless connec- 
tion. 300 ohms. With mounting hardware. 

TESTO a acte eis, 6.0 din oialk's wioisisjelhie wists abd 4.99 


{H) Grounding Block. Prevents the build-up of 
static electricity. For 75-ohm TV/FM antenna 
WATS TD OOS oi ooo oases cceisi.e cases 3.79 


(J] Ground Rod. Provides a low-resistance 
path to ground for static electricity. Copper- 
plated, corrosion-resistant, highly conductive. 
UDO SO ac strice t coms Tulse Stes Oe a ee = 7.99 


If You Need a Valve — 
Try Tandy First 


¢ Mechanically Interchangeable 
¢ Electrically Replaceable 


Do your own trouble shooting and really save 


money. If the tube on your TV is playing-up it may 
be a burnt out valve. All company stores stock new 
replacement valves, with some stores having facil- 


ities to test your old ones. The valve you need 


could be sitting on our shelf. Come in and have a 


look, we keep a wide selection, so you may find 


the one you want, when you want it. Tandy can be 


your one-stop VALVE SHOP! 


| TV Interference Filters 


{M/E REGENER 


WISE. ELLER 


OUR RECEPTION 


75-Ohm Coaxial Wall Plates 
Lo fe) 


[NI Includes mounting hardware. 15-1180 ... 3.99 
Includes 5-wire rotator socket and plug. With 


mounting hardware. 15-1181 ............... 4.99 
[P] Baseboard Mount. With mounting hardware. 
15-1162 LO See eee irae tan abay os 2.79 


TV/Rotor Wire Wall Plates 


[A] For a single TV or FM lead-in. With mounting bracket plugs. 
Surface Mount. 15-1189 .......... cece scene eens 2.19 
Flush Mount, 15-1186 ....... 0c cece eee e rere renee 2.19 

[B] Accepts two TV or FM lead-ins. With mounting bracket, two 
plugs. Flush Mount. 

LU GLUT AMIR SIOOORDRCODr Ire 2 iu © OCee Cee Tac 3.29 


TV 
INTERFERENCE 
FILTER 
ARCHER > 
Coro 15-582 


ee ake [A] Attenuates interference from CB, Ham transmitters. For use with 
% ve 300-ohm TV/FM inputs. 15-581 


(B) Reduces or eliminates applicance and neon light static. 15-582 2.99 


1S2(DY86) 
1X2A/B 
6AL3(EY88) 
6AU4GT 
6BL8(ECF80) 


6CA7 
6CM5(EL36) 


6DX8(ECL84) 
6JE7(EF 184) 

6GV8(ECL85) 

6GW8(ECL86) 


24-9114 


24-9131 
24-9132 


6U9 24-9168 
6x9 24-9173 
6Y9 24-9174 
12AU7A(ECC82) | 24-9195 
12AX7(ECC83) 24-9197 
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MICRONTA® MULTITESTERS ARE YOUR BEST VALUE 


21-Range, 30,000 Ohms/ Volt Multitester 


59° 


¢ Fused & Overload Protected 
¢ Big 12.7cm Colour-Coded 
Scale 


Our best VOM! ‘Features ‘“‘beep” 
continuity function and easy access 
to battery/fuse compartment. DC 
Volts: 0 to 1000, 7 ranges. AC Volts: 
Oto 1000, 5 ranges. DC Current: 0 to 
10 amps, 5 ranges. Resistance: 0-1- 
10k-1-10 megohms (center scale 
10). dB: - 20 to +62 dB, 5 ranges. 
Accuracy: +3% DC, +4% AC. 
16.7 x 8.7 x 3.5cm. With instruction 
manual. Requires one 9V, one “C” 
battery. 22-210............ 59.95 


43-Range, 50,000 Ohms/ 
Volt Multitester 


49°° 


¢ Voits/Amps Range-Doubler 
¢ 10.8cm Mirrored Scale 


Complete your workbench! Convenient 
single-knob function switch, plus mirrored 
scale to prevent misreadings due to parallax. 
DC Volts: 0 to 1000, 12 ranges. AC Volts: 0 to 
1000, 8 ranges. DC Current: 0 to 10 amps, 10 
ranges. Resistance: 0 to 20 megohms in five 
ranges (10 ohms center scale). Decibels: 
- 20 to +62, 8 ranges. Accuracy: +3% DC, 
+4% AC. 17 x 12.4 x 6.1cm. With instruction 
manual. Requires one ‘‘AA’’, one 9V batte' 
OPA sleds iw/A\orw 616162 0l Leia’ e cote anes 49.95 


STILL AT 
1983 
CAT. PRICE 


27-Range, 30,000 Ohms/ 


Volt Multitester 


39°5 


¢ Single-Knob Function Switch 
e Colour-Coded 10.2cm Mirrored 
Scale 


Four banana jacks including output jack, 
polarity-reverse switch. DC Volts: 0 to 
1000, 8 ranges. AC Volts: 0 to 1000, 5 
ranges. DC Current: 0-10 amps, 5 
ranges. Resistance: 0 to 10 megohms 
(10 ohms center scale). dB: - 10 to + 62, 
5 ranges. Accuracy: +3% AC, +4% DC. 
Carrying handle doubles as stand. 
15.9 x 11.4 x 4.4cm. Requires one “AA”, 
one 9V battery. 22-203 .......... 39.95 


18-Range, 20,000 Ohms/ Volt 


Compact 25-Range, 
20,000 Ohms/ Volt 
Folding Multitester 


NE i) 
FOR'84 3495 
90-120-150-180° 
Hold-Position Hinge 


“Big-meter’’ features include 
fuse and surge-absorber protec- 
tion, banana-type probe jacks 
and 10.1cm 3colour mirrored 
meter with automatic shunt protec- 
tion (when folded shut). DC 
Volts: 0 to 1200, 7 ranges. AC 
Volts: 0 to 1200, 5 ranges. DC 
Current: 0-60HA, 3-30-300 mA. 
Resistance: 0-2-20-200k-2 
megohms (center scale 24). 
dB: —20 to +63 dB, 5 ranges. 
Accuracy: +3% DC, +4% AC. 
18.4 x 10.8 x 3.2cm. Requires 
“AA” battery. 

RPA calcd iieiia sie! aiee 


Home or Shop Multitester 


2 495 7.6cm Meter, Colour-Coded 
And Mirrored Scale 

DC Volts: 0 to 1000, 5 ranges. AC Volts: 0 to 
1000, 4 ranges. DC Current: 0 to 250 mA, 2 
ranges. Resistance: 0 to 2 megohms in three 
ranges (24 center scale). dB: -20 to +62, 
4 ranges. Accuracy: +3% DC, +4% AC. 
13 x 8.9 x 3.7cm. Requires ‘‘AA”’ battery. 

Ve aly SA CR PRE RS TH oe 24.95 


8-Range, 1000 Ohms/ Volt 
Pocket-Sized Multitester 


13°° Keep One in Your 


Glove Compartment 


5cm meter has mirrored scale to prevent 


Tester Carrying Cases 
LOW AS 65 


Meter not 
included 


Enough Room for All The Essentials 


Protect your multimeter with a handy car- 
rying case. Holds leads, manuals, fuses 
and extra batteries. 


Use With Tester No. | Cat. No | Each 
22-203/204/191/192 22-153 7.95 
22-201/189/212 L 22-154 | 6.95 


All Testers Include Colour-Coded Test Leads and Instruction Manuals 


TANDY HAS THE LATEST IN HI-TECH TESTERS 


Versatile 5-Range 


Clamp-On AC Ammeter 3¥2-Digit Autoranging Multimeter 


STILL AT 


1983 
4995 CAT. PRICE 
FOR'84 ¢ Range-Hold Function Overrides 


Autoranging Circuit 
e “Beep” Continuity Check 


Selects and displays the range automati- 
cally! User-selectable “beep” continuity 
and range-change indicator. Zero-adjust 
button for low-resistance measurements. 
Also tests diode and transistor junction 


¢ Measures AC Current Without 
Breaking Line Being Checked 

¢ Insulated and Overload 

Protected for Added Safety 


Easily test AC circuits, 
motors and more! Ideal for 
determining energy con- 
sumption of household ap- 
pliances. Clamp jaws allow 
easy insertion into narrow 


performance. Low-battery and over- 
range indicators. Measures up to 1000 
VDC, 500 VAC, 200 mA (both AC and 
DC), 2 megohms resistance. AC fre- 
quency response: 45 Hz to 10 kHz. Accu- 
rate towithin +1 digit. 16.2x8.9x3.5cm. 


Includes spare fuse, test leads. eqisres 


places or crowded wiring | two “AA” batteries. 22-192 .... 99.95 


assemblies. Ammeter has 
large range selector for 
one-hand operation, pointer 
lock switch, mirrored scale. 
Accuracy: +3% of full 
scale value. 10.1 x 5 x : 1983 
95cm. With manual. ‘ CAT. PRICE 
MAIOU cys y veces 49.95 


Test Leads, Kits, and Clips 


Audible “Beep” Continuity 
And Range-Change Indicator 


Audible continuity function sounds at 
less than 300 ohms circuit resistance. 
Zero-adjust for precise low-resistance 
measurements. “Diode check’’ allows 
testing of diodes and transistors. Over- 
load protected. DC Volts: 200mV-2-20- 
200-2000V (max. 1000V). AC Volts: 
NEW oa i 2-20-200-2000V (max. 500V). Accurate 
FOR'B4 cece ; : from 45 Hz to 10 kHz. 200mA, AC and 
| DC. Resistance: 200 ohm-2k-20k-200k-2 
megs-20 megs. 16.2 x 8.9 x 3.5cem. With 
spare fuse, test leads. Requires two 

“AA” batteries. 22-191 


- == ——i 
—_ ae 


me] 59° 


e Fused and Overload Protected 
© Diode Check Function for 


(A) 9-Piece Test Lead Set. Finger 


o 


Right-Angle Banana Test 


guards for safety. Includes hook- 
clips, spade lugs, banana pe 
and phone tips. Case included 
New Low Price- 

B1G388 2. eles Set/9.99 


[8] Insulated Alligator Clips. For 
hands-free testing. One red, one 
black. Probe tips. 

BIUS08 veces eee Pair/2.19 


[C] Mini Hook Test Clip Adapter. 
Adapts standard probes for 
measurements on high-density 
PC boards. 270-334 ....... 2.79 


Leads. Best for getting around 
corners. 91cm leads, one red, 
one black. 278-713 . . . Pair/2.89 
[E)Right-Angle Pin tips with 
91cm Leads. Has 121mm lon 
probes. 278-712..... Pair/2.1 
91cm Leads with Pin Tips. 
One red, one black 108mm Ion 
probes. 278-705..... Pair/2.9 
(G)Banana Plugs with 91cm 
Leads. 114mm long probes. One 
red, one black. 

278-704 ........... Pair/4.29 


Testing Semiconductors 


Single-IC design assures extremely low 
battery drain and high accuracy. Single 
knob range switch, full auto-polarity oper- 
ation. Low-battery and over-range indica- 
tors. DC Volts: 2-20-200-2000V (max. 
1000V). AC Volts: 2-20-200-2000V (max. 
500V), accurate from 45 Hz to 10 kHz. DC 
Current: 2-20-200mA-2A. Resistance: 2- 
20-200-2000 kohms. 13.2 x 8.2 x 3.8cm. 
Includes spare fuse, test leads. Requires 
QV battery. 22-189 


We Service What We Sell — Nearly 350 Stores and Dealers Nationwide! 


BIG VALUES IN SEMICONDUCTORS AND DIGITAL ICs 


Digital Logic Probe With 
Tone and LED Indicators 


* Tests All Logic Families 
* Overload and Polarity Protected 


The fast way to ‘peek inside’ TTL, LS and CMOS 
digital circuits. Color-coded LEDs indicate high, low or 
pulsed logic states (up to 10 MHz). Simultaneous tone 
output frees your eyes—really speeds up testing. Mini- 
mum detectable pulse width: 50 ns. 91cm leads with 
clips obtain power from tested circuit. Low current 
drain. With instructions and user’s tips. 


4000-Series CMOS ICs 


With Pin-Out Low 
And Specs As 1" 
Description 


Quad 2-Input NOR Gate 
Quad 2-Input NAND Gate 
Dual Type D Flip Flop 


276-2401 
276-2411 
276-2413 
276-2417 


Decade Counter/Divider 


Triple 3-Input NAND Gate 
Inverting Hex Buffer 
Quad Bilateral Switch 


276-2449 
276-2466 


TTL Digital ICs 
With Pin-Out and Specs 
99 


Quad 2-Input NAND Gate 7400 | 276-1801 
Hex Inverter 7404 | 276-1802 
BCD to 7-Seg. Decoder/Drvr | 7447 | 276-1805 
Div. by 2/5 BCD Counter 7490 | 276-1808 


1.49 
1.79 
1.79 


Handy, Low-Cost Design Aids 


[Al Lettering Guide. Extra-durable molded stencil gives 
you three sizes of letters and numbers: 1/e”, 9/16” and 
Ya" -high. 254x51x0.8mm.276-183...........++ + 5.99 


PC Board Layout Template. A transparent guide 
with gilgecn! sized cut-outs for most PC components. 
Use it to mark your PC boards and you'll drill properly 
spaced holes every time! 276-179 ............ 6.99 


Circuit Symbols Template. A “must” for electronic 
students, teachers and designers. Durable see-through 
material has all the latest component and logic symbols, 
plus two rules. Makes it easy to draw “book-quality” 
schematics and flow charts. 276-180 6.99 


90 


Voltage, Regulator ICs 


© 


Adjustable Regulators. Ideal for variable DC 
power supplies and wherever a regulated non- 
standard DC voltage is required. All include speci- 
fications and data. 

LM723. Adjustable: 0 to 40VDC. 150 milliamps 
maximum. 14-pin DIP. 276-1740 ......... 1.49 


NEW! TL-317. Adjustable: 1.2 to 32VDC. 100 mA 
maximum. TO-92 case. Perfect for on-card regu- 
Oe iy | eer A 2.39 


LM317T. NEW LOW PRICE! Adjustable: 1.2 to 
37VDC output, 1.5A maximum. TO-220 case. Was 
$2.99 in 1983 Catalog. 276-1778 3.99 


Fixed Regulators. These easy-to-use three-pin 
devices have built-in overload protection and ther- 
mal shutdown. One lead is input, one is output. 
When the center (control) lead is grounded, the 
regulated voltage shown in the chart is available 
at the output. Maximum input voltage: 35VDC, 
output current up to 1 amp. TO-220 cases. Heat 
sink (276-1363 or similar) mounting required for 
full current rating. 


Output VOC__| Cat. No. _| Each | 
+ 5 276-1770 
276-1771 
276-1772 
276-1773 
276-1774 


Voltage Coverter, Sensor 


Low 
a pre 
} }ey 

ICL7660 er Coverter IC. Input: positive 5VDC. 
Output: - 5VDC, up to 10 mA. A low-cost way to ep 
many memory circuits with one + 12VDC be ly. Re- 
quires a minimum of external components. 
with data. 276-2335 
MC3423 Overvo 


electronic circuitry. Monitors the — ly rail and trig- 

ts an external LED or crowbar SCR in the event of 
line transients or loss of regulation. ‘Spl with sup- 
ply voltages from 4.5 to 40 volts DC. 8-pin DIP with 
OMe ZIGITIT: 66 hess res 2.79 


“ks 89° Pg. of 2 


[D] Micromini 1-Amp Diodes. 30A surge. 
Peak Inverse 
Voltage (PIV Pages 
1N4001 50 276-1101 .89 
1N4003 200 276-1102 99 
1N4004 400 276-1103 1.19 


1N4005 276-1104 


“Barrel” Diodes. 300A surge. 


1.29 


(E] 3-Amp 


1N5400 50 
200 


400 


276-1141 
276-1143 
276-1144 


1.39 
1.49 
1.59 


1N5402 
1N5404 


PTC205 2.5-Amp, 1000 PIV Silicon Diodes. Use in 


high voltage and high-current power 


supplies. Just 
6.3xX4.7m. 276-1114 2... cc cece we eeee ees Pkg. Of 3/2.49 


Rectifiers and Bridges for Power Supplies & Replacement 


, \ ™ 
) [| 


SCRs and Triacs 
TO-220 Low 159 
As 


Cases 


&S 


6-Amp Silicon Controlled Rectifiers (SCRs). Ideal for 
motor speed control. With data. 


200 276-1067 1.59 
400 276-1020 1.99 


6-Amp Triacs. For light dimmers, heat element control. 
immune to transient damage. With data. 


Voltage 


200 276-1001 2.09 
400 276-1000 2.29 


Small-Signal Diodes 


Pkg. of 10 


1N914/4148. Silicon switching diodes. 75 
peak inverse voltage (PIV). 

276-1122 Pkg. of 10/1.89 
1N34A. General purpose germanium 
diodes. 60 PIV. 

276-1123 Pkg. of 10/1.89 


One-Watt Zener Diodes 
Pkg. of 2 17° 


1N4733 276-565 
1N4735 276-561 
1N4739 276-562 
1N4742 276-563 


1N4744 276-564 


MOVs (metal oxide varistors) are voltage dependent, 
non-linear devices that protect sensitive loads by 
diverting potentially damaging voltage transients. 
Two leads—easy to install. 

V8ZA1. For digital and linear circuits operating at 5 
volts DC and below. 276-569 2.59 
V130LA10A. Guards 120VAC equipment and tele- 
communications circuits. Less than 35 nanoseconds 
response time! 276-570 


4-Amp Full-Wave Bridge Rectifiers. Heavy-duty. 


276-1146 

276-1171 

276-1173 
[Gl 1-Amp, 50 PIV Full-Wave Bridge Rectifier. Rated 
25A surge. For PC board or socket mounting. Two fit 
into a 14-pin DIP socket. 276-1161 ............ 1.89 


6-Amp, 50 PIV Full-Wave Bridge Rectifier. Heavy- 
duty. 14.3x14.3x4.8mm. BIOTIN 6 iii 3.19 


1.4-Amp Full-Wave Bridge 


276-1151 


276-1152 


Tandy — 10 Years of Value, Service and Reliability 


ARCHER® TRANSISTORS — PERFECT REPLACEMENTS 


We Can Replace Over 60,000 Transistor Types! 
xe OF 
i} \ ee 


TO-5 


Dynamic Transistor Checker 
Tests In or Out of Circuit 


¢ Top Quality at Low Prices 
¢ Data and Pin-Out Included 


See Radio Shack Semiconductor 
Reference Guide (right) for 


TO-220 10-92 TO-92+ TO-3 Complete Cross-Reference List 1 8° 5 
Replaces* aT 
C tein Pol Use Diss Case Cat. No Each 
Equivalent i oe Tests PNPs and NPNs, 
Silicon and Germanium 
2N1305 PNP-G | SW 150mW | T0-5 276-2007 | 2.09 
MPS222A on GP 500mW | 10-92 bea 1.49 Makes Go/No-Go tests on small-signal 
es, rn | Hf | omy] Toa8 | greatia | 88 | | and power types and alows you to match 
TIP31 NPN | P 4ow | T0-220 | 276-2017 | 1/69 similar transistors. Indicates relative cur- 
TIP3055_| NPN | P 9ow | 10-220 | 276-2020 | 2.79 ea AS — va fre . 
MPS2907 PNP | Sw | 400mw| 10-92 | 276-2023 1.49 FORE POnEt seqrist Deere cep Baap ren 
MJE34 PNP | P sow | 10-220 | 244-2027 | 2.59 in-circuit tests. Output jacks let you con- 
2N3053 NPN Pp 1W T0-92+| 276-2030 | 1.69 nectto an external meter or scope. 7 x 11.1 
MPS3638 PNP | RF/IF | 350mW | 10-92 | 276-2032 | 1.59 x 3cm. Requires “‘AA”’ battery. 
TIP120 |. T0-220 | 276-2068 | 2.29 
2N3055 14 Lo Le emi 3.39 
MJ2955 74 21 T0-3 -2043 | 3.39 . P 
2N4124 20 | 1234p 9.93 | 276-2067 | 1.19 Information-Packed Books for Builders, 
2N4401 2 1 TO- 276-2058 | 1.19 : ee 
| MPSA06 63 | 297 NPN T0-92 | 276-2059 | 1.19 Students and Repair Technicians 
MPSA13 64 172A | 3156 | NPN-D} HG 625mW 276-2060 | 1.19 i ————— a ely 
MPSA42__| 222 | 154 | 3044 | NPN | HV | 625mW 276-2061 | 1.29 Semiconductor ia NEW ‘D) ae 
MU4891 = - _ Unijunction 276-2029 mes 5 
Japanese Replacement Transistors Low As 
Type Polarity Use Diss Case Cat. No Each 29 
280313 NPN AP 30W T0-220 276-2048 2.99 
280945 NPN GP 250mW | 10-92 276-2051 1.59 Sold Only at 
N-Channel Field-Effect Transistors (FETs) Tandy! 
Direct gts fe i 
; f C} Semiconductor Reference Guide. 1984 edition. Exclusive cross-reference 
ratbning xe: ni my and substitution section lists over 80,000 aod and their low-cost Radio Shack 
ON3819 GP 276-2035 guar pata Hen bhp tot re incetnaeiot rg bag ICs, veri LEDs, diodes 
7 and opto devices. Many helpful replacement tips, too. Illustrated. 250 ; 
Mrt2__| VHF Amp, Mier 2 Ely alah: avail venience pies = 
“In most circuits. See G=Germanium P = Audio Power Amp, D} Getting Started in Electronics. By Forrest Mims III. The perfect introduction 
product package for GP = Gen. Purpose Switch to the exciting world of electronics. Written in clear, easy-to-understand language 
“exact device specs. HG = High Gain SW = Switch oF one of America’s most popular technical authors. The book encourages 
AP = Audio Power Amp HV = High Voltage NOTE: Parameters are “hands-on” experience. Learn the “hows” and “‘whys’’ by building your own 
D =Darlington LL = Low Level at 25°C. GirGults 128: PAGes; SIG SOOS oa ooo oie ett fat onan s emp amines \ 


High-Performance Low-Cost A to D Transistor Sockets and Mounting Hardware 
Power MOSFETs Converter E] ' a 
NEW ‘999 PRICE NEW 1H} 
FOR'84 Was $3.49 in s 
ror ea] . 2 1983 Catalogue FOR a Low As 
LowAs / Vi j * 7-Bit Resolution 1°° 
in 19 ff / o [ : * Converts Up to 1000 
7G / Operations per Second E) se Heseinic sucered aluminum. Ideal for PC-board 
‘ ‘ << moun levices in cases. 276-1363......... 1.49 Soin 
FET advantages at high power levels! | TL507C. For 4 or 8-bit microprocessors. lal 
Require very tral input tarant and of- | technology syste haga! a (F] Greaseless Insulator for TO-220 Devices. Special mate- oo 
fer switching times of 100 ns or less. | ‘egullated 3.5- or unreg. ee £90 rial with high heat conductivity. Use in place of mica washer 5 Ova 
Practically immune to thermal runaway. ve) Sb Daa eee rer ere re cei wae and heat sink or chassis, No ve peeded. ‘i Oo 
Easy to parallel for use in high-power $$$ 276-1366 0c eee : ‘ 
circuits. You'll say, “Incredible little Heat Sink Grease [G] TO-3 Sockets. For transistors, regulators and other de- 
devices! vices in TO-3 cases. 276-029 ............. Pkg. of 2/1.59 p 
A] IRFD-1Z3. Rated 60VDC, 400 mA, fH] i ith inli i oe 
1 watt diss. “On” resistance 3.2 ohms. Pies oo giana oo Gage ne ee ww 
4-pin DIP—two fit 8-pin socket. 276-548 ...... Ve Pkg. of 6/2.89 “i 
3460073 socket. os |) | 276-548... . . ne 
eee (J] Mounting Hardware Sets. For power transistors and other 
[B) IRF-511. Ideal for switching-type 29” A AEEABITENTS: 05 ons semiconductors. Include screws, insulating washers, solder : 
power supplies, motor controls, power eee CoNuctiy lu d bushi F ; 
f : q e ig and bushings. For TO-3 cases. 276-1371 ..... Set1.09  ..-< 
inverters, audio amplfiers, choppers, ‘ For TO-220 Cases. 276-1373 a i 
even for synchronous rectification. Han- ae Meer a pet Get — ee 
dies up to 6(0VDC and 3 amps of current. Highly heat-conductive silicone compound [kK] Construction Heat Sinks. For soldering transistors and a 
“On” resistance only 0.6 ohms! TO-220 insures proper heat transfer from power other heat-sensitive devices without damage. Straight and ae. 
case. 276-2072 semiconductors to sink or chassis. 6.5. bent-jaw types. With handy magnetic base. ty * 
grams, 276-1972... 6... 26 | 276-001 0. a Set of 5/3.99 MBB oxen 
GE is a Trademark of General Electric Co. ECG is a Trademark of Philips ECG. SK is a Trademark of RCA Corp. 91 


TANDY LINEAR ICs — HIGH TECH AT LOW PRICES 


a Switched Filter 


Voice Synthesizer Set 28 Pins, 28 Built-In Tunes 


SPR16, NEW 
14-Pin o eS NEW) 1 6° 49 
SP0256, FOR 
28-Pin aaa 19° Capacitors | 
aS of 2 ICs Not Required 20-Pin 


MF10. Versatile CMOS building block for active filters— 
eliminates the need for expensive, close-tolerance parts. 
High performance, yet very easy to use. Requires only 
six resistors and 150 kHz clock for a 4th order, 1 kHz 
Butterworth low-pass filter. A complete filter for a full- 
duplex 300-baud modem needs only two MF 10s, 15 re- 
sistors, clock and +5VDC! Center frequencies up to 20 
kHz. Clock to center frequency ratio accuracy: 6%. Sin- 
gle or ak supply. With data. 

276-2329 


AY-3-1350 Melody Synthesizer. NMOS device is ideal 
for custom door bells and musical funboxes. Pre- 
programmed with Toreador, William Tell, Yankee Doodle, 
Brahms’ Lullaby, Blue Danube, Clementine, Star Wars, 
America, Beethoven’s 5th, God Save the Queen, Jingle 
Bells, Wedding March, O Sole Mio, other pop and classi- 
cal favorites. Or add a PROM and create your own! 4- 
door capability when used as doorchime. Adjustable 
pitch and speed. Auto switch-off at end of tune. With 
Gate, STS ATGs 6 6k 58h 4 chai ese rmimasaacnenn 9.49 


SPO256 Speech Processor. The easy, low-cost 
way to get into ‘‘solid-state” talk! NMOS LSI de- 
vice uses a stored program to synthesize speech 
or complex sounds. Works with a few simple sup- 
port parts, or use the SPR16 Serial Speech ROM, 

included, for computer interfacing. SPR16 con- 

tains 32 “talking clock” statements, 3 melodies. 

With data. 

(Requires 3.12 MHz crystal. Available through Nat. Parts.) 
27E- 1783 occ cere ccneccenvecesneences Set 19.95 


Waveform Generator 
8° 


Compressor/Expander 


{ 14-Pin 
Function Generator in One IC 


ICL8038. Produces high-accuracy 
sine, square, triangle, sawtooth and 
pulse waveforms with minimum exter- 
nal parts. Simultaneous high-level 
sine, square, triangle outputs are avail- 
able, (TTL to 28V). Range is .001 Hz to 
over 300 kHz using resistors or capaci- 
tors. Can be FM’ed and frequency 
swept with external voltage. Low dis- 
tortion. _inetedeett supply. 

21 Gr DOOM hr iesakvserexate son sxicpaaseh-cnstnsans 8.99 


119 


TL431. Will sink 1 to 100 milli- 
amps. Operates over 2.5 to 36-volt 
range. Design into voltage moni- 
tors, over- and under-voltage pro- 
tectors, constant-current sinks, 
series regulators and more. 8-pin 
DIP with data. 276-559 ...... 1.19 


Microprocessor 
Controllable 


Dynamic Range 
Greater Than 110 dB! 


NE572. High-performance dual- 
channel device for audio. Either chan- 
nel can be used for dynamic range com- 
pression or expansion. Independent 
control of attack and recovery time with 
minimum parts. Ideal for hi-fi noise re- 
duction, communications speech pro- 
cessing. 6 to 22VDC, single supply. With 


16-Pin 16-Pin 


SN94281. This IC, a few inexpensive 
parts and your imagination can create 
a variety of exciting sounds—sirens, 
bells, bomb drops, percussion, musical 
tones, ‘‘arcade”’ effects and much 
more. Built-in 125 mW amp drives 
speaker. 7.5 to 10.5VDC single supply. 
Heart of a fun project! 

BPGALOT » 5 3 5 sraraaaerounienesaen aeadans 


Gate: VISAS a visisecsiscssscervsvacecanee 9.99 
Low As 


PH 439 


741. Frequency compensated. Overload protected. cae 
supply, 5 to 16VDC. 8-pin DIP. 276-007 .......... .39 
1458 Dual Op A “a Internally compensated. Low power 
Split supply, 5-16VDC. 8-pin. 276-038 1.79 


LM324 Quad Op Amp. Single 3 to bloga or split 1 : . 
15VDC power supply. 14-pin. 276-1711 
BIFET 44 Amps. Low-noise, high-impedance inet is 
puts. 13 


per uS slew rate. Split 4 to 18VDC supply. 


[Type _—«{_‘DIP_| CCat.No. | Each | 
TLO82 (Dual) 8-pin | 276- A715 ; 
TLO84 (Quad) 14-pin | 276-1714 
LM3900 Quad Norton Op Amp. Single 4 to 36VDC supply. 


Unity gain bandwidth: 2.5 MHz. Useful in RC active filters, 
tachs, more. 14-pin DIP. 276-1713 


LM339 Quad Comparator. Four independent voltage 
holga in a 14-pin package. Single 2 to 32V supply. 
RIE ee, 2.59 


High-Performance Stereo Preamp 


7A 928 


fide 
8-Pin 


© High Gain 
¢ Wide Separation 


LM387 Low-Noise Stereo Preamplifier. Ideal for custom 
high-fidelity systems, magnetic cartridge and tape head 
preamplifiers. Offers high gain (104 dB, open loop) and 60 
dB channel separation. 0.8. microvolt total input noise. 
pulps from single 9 to 30VDC supply. With ee 


LM383/TDA2002. Designed for autosound but has 
many other uses. Produces up to 8 watts rms at 
13.8VDC. For 4-ohm loads (two 8-ohm speakers paral- 
leled). Built-in thermal shutdown. 5-pin TO-220. Heat 
sink required. 276-703 = 
LM386. Low-voltage amplifier for 8-ohm loads requires 
minimum support parts—ideal for projects and replace- 
ment use in battery-powered devices. 400 mW output. 
Fixed gain: 20, adjusts to 200 by external resistor, capaci- 
tor. 4-12VDC. 8-pin DIP. 276-1731 ............ 2.09 
TA7205AP. Japanese automotive replacement. 5.8-watt 
output. 9-18VDC. THD: 0.07%. 276-705 5.79 
LM380. 2.5-watt amplifier for 8-ohm loads is ideal for TV 
sound systems, radios, phonographs, intercoms and 
projects. 150k-ohm input. Features internal thermal limit- 
ing. 8-10VDC. 14-pin DIP. 276-706 


Phase-Locked Loops 


For Modems, ‘ow As 
SCA Adapters, 
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M1800 FM stereo decoder. No coils—tunes with one pot. 16-pin. 
i. OE et Serie ee ear prea eir or er su er ere se 3.39 
LM567. Tone detector. Operates from 0.01 Hz to 500 
kHz. 4.75 to 9VDC. 8-pin. 276-1721 ............ 3.39 
LM565. For FM SCA and RTTY decoders, modems, IR 
communicators and more. 14-pin. 276-1720 ....°2.89 


MC1330 Video Detector. 3rd IF, detector, video and 
AFC buffers. High linearity. Outputs: wideband 
video, AFT, narrow-band reverse video. 10-24VDC. 
8-pin With data. 276-1787 ................ 2.69 
MC1350 Universal IF Amp With AGC. For radio and 
TV circuits, up to 60 MHz. Typical gain at 45 MHz: 50 
GB. 12V0C_ &-pin. 27651756 26.5... 6... 1.99 
MC1358/CA3065 FM Detector. IF amp, limiter, FM 
detector, electronic volume attenuator and audio 
driver in a 14-pin IC. Ideal for TV replacement or in 
homebrew receivers (100 kHz to 5.5 MHz IFs). 10- 
24VDC. With specs. 276-1759 ............ 1.99 
SFE4.5MB. Ceramic TV-Sound Filter. NEW! Pre- 
tuned. Use in place of 4.5 MHz transformer. Input/ 
output impedance: 1 k-ohm. 272-1304 
CDA4.5MD3 4.5 MHz Ceramic Discriminator. 
NEW! Works great with FM detector IC #276-1759, 


DOVE: 2721908 ccc ies eect eer cie ees 1.09 
Low-Cost Microwave Devices 
Was $6.99 in NEW LOW / 
%, 1983 Catalogue PRICE As 
a 
6*° 2* . 
7 VA 
4 ~~, Pkg. of2 / / 
¢ Was $2.99 In 
1983 Catalogue 
[A] MRF-901 NPN Transistor. Useful to beyond 2 
GHz. Macro-X case. 300 mW. 276-2044 .... 6.49 
(5) 5082-2835 Schottky Barrier Diodes. Ideal for 


UHF and microwave stripline mixers. Maximum ca- 
pacitance: 1 pF. 276-1124 ....... Pkg. of 2/2.49 


92 Prices Apply at Tandy Stores and Participating Dealers 


MORE VALUES IN UP-TO-DATE SOLID-STATE 


Low-Profile DIP 
Sockets 
LOW AS 


99° Pkg. 2 


Quality non-wicking 

sockets for PC use. Low- 

resistance contacts. 
Cat. No. Price 
276-1995 2/99¢ 
276-1999 2/1.59 
276-1998 2/1.59 
276-1992 99c 
276-1991 1.09 
276-1989 1.29 
28-Pin 276-1997 1.59 
40-Pin 276-1996 1.69 


16-Position DIP Header 


= 3° 


Mounts resistors, capacitors, jumpers and more for plug- 
inuse in 16-pin DIP sockets. With cover. 276-1980 . .3.29 


IC Static Protector 


189 


12.7 x 12.7cm conductive foam 
mat for workbench or shipping. 
Protects staticsensitive ICs and 
other components. 

276-2400 ............. 1.89 


LED Flasher 


17° Adjustable 
‘ 8-Pin Flash Rate 


LM3909 LED Flasher. Pulses LEDs with mini- 
mum current drain and external parts. Great ex- 
perimenter’s item—has dozens of other uses 
and you may discover more. Single 1.5 to 6VDC 
supply. 276-1705 1.79 


Light Up Your Projects With 


Type 

8-Pin 
14-Pin 
16-Pin 
18-Pin 
20-Pin 
24-Pin 


ivi 


40-Pin 


Single-Supply UART 


For Computer Communications 


Bei 


AY-3-1015. Full-duplex universal transceiver 
accepts asynchronous serial binary characters 
and converts to a parallel format, and vice 
versa. User selectable baud rate, number of 
data bits per character, stop bits and parity 
mode. Inputs are directly compatible with DTL, 
TTL and CMOS. 3-state strobe outputs. Fully 
double buffered—eliminates need for system 
synchronization. Low power. 4.75-5.25VDC. 
With specs and data. 276-1794 


Dual Baud Rate IC 


NEW 
FOR'84) 


11°° 


AY-5-8116. Generates the full spectrum of 
asynchronous/synchronous data communi- 
cation frequencies for use with UARTs such as 
#276-1794, above. On-chip crystal oscillator 
provides master reference frequency. (Re- 
quires 5.0688 or 4.9152 MHz crystal available 
through NAT. PARTS ). Single 5VDC supply. 
With specs and data. 276-1795 


CdS Photocell 
For Security, 1 99 


Counting, Even 

Model Railroading! 

Cadmium-sulfide cell offers wide resistance 
tange—approximately 3 megohms in dark- 
ness to 100 ohms in bright light. 200 milliwatts 
at 170V, max. 12.7x6.3mm. 276-116 ....... 1.99 


LEDs Infrared 


18-Pin 


Aol 


* Wide Selection of Colors, Sizes and Shapes 
¢ Complete Electrical Specifications Included 


T-13/4 (Jumbo) Size. With diffused lens. 


Cc 276-041 
D 276-021 
E 276-022 


T-1 (Miniature) Size. With diffused lens. 


F Red 276-026 139 ete ee 

F Yellow 276-031 1.19 : 

G Green 276-037 4.29 Emitter/ a 
(H] TLR-107 High-Brightness Red LEDs With Fresnel Lens. 3°° air 
Mount in 3/:6” hole. 2V at 20 mA typical. a 
2i@0ss a ees Pkg. of 2/1.29 vy LED source rated 20 mA 
Red Rectangular LEDs. High brightness. Stack vertically |) at 1.7VDC. Sensitive 
or horizontally. 276-070 .................. Pkg. of 2/1.49 : dhag chop a nea 
(K] Chrome LED Panel Lamp Holders. Accept standard | tor. a short-range | 
T-13/4 LEDs. 3/32” mounting hole. | ore ias eae 
ZIG-ORO Pkg. of 2/1.59 : ees ir 3. 


Factory-Fresh Parts With No Waiting, No Minimum Order, Low Prices 


Pkg. of 2 


a K] Optotriac 


: 6-Pin ois 2” 


MOC3010. 1000V isolation, 
minimum. LED input. Triac out- 
put controls 120VAC, 100 mA 
max. 276-134 2.29 


High-Output IR LED 
239 880 Nanometer 


Near-Visible Emission 


#@ XC880-A. Low power con- 
sumption, yet emits as 
much energy as three reg- 
ular infrared LEDs! 

276-143 


Bipolar and CMOS Timer ICs 


\ 


peel Resettable time from one microsecond to one hour. Output 
will source or sink 200 milliamps. Operate from 4.5 to 16VDC. 


a ee 
555 (Single) 8-pin 276-1723 1.49 
556 (Dual) 276-1728 2.79 


14-pin 
7555 CMOS. Replacement for 555 with very low power consumption 
(80 microamps). Will source or sink 100 mA. 8-pin DIP. 
276-1743 


A2240 Programmable Timer/Counter. NEW! Provides very accu- 
rate timing from microseconds to days. Cascade two for months, 
even years. Consists of a time-base oscillator, an eight-bit counter, a 
control flip-flop and a voltage regulator. Frequency of time base is set 
by external resistor and capacitor and can be synchronized or modu- 
lated. A time-base output may be used to monitor frequency or 
provide pulse to other circuitry. The eight outputs are TTL, DTL and 
CMOS compatible. 5 to 15VDC operation, single supply. 16-pin DIP 
with specs and data. 276-1735 3.79 


IC Inserter/Extractor Set 
NEW LOW PRICE 


Safe Way to Handle 95° 


8 to 24-Pin DIPs 
Was $9.95 in 1983 Catalogue 

Helps you remove or install DIPs without 
bending pins. Built-in pin straightener. 
Both tools groundable to protect static- 
sensitive MOS devices. 
276-1574 


LEDs With Holders 
For Panel Mounting 


Chrome Holders. Mount in 
1/4" hole. Require 2VDC. 


Red 276-068 1.99 
Green 276-069 2.09 
Yellow | 276-073 2.09 


Infrared Photo ri 
Transistor 1° = 


Set 9.59 


a.& 


[6] Snap-In Holders. Mount in- 
stantly in 5/16” holes. 


| Color | Cat. No. | Pkg. of 2 | 
Red 276-018 2.59 
Green 276-019 2.69 

LED Bar Graph 

459 Pee ee 


ATT 


TIL414. High-speed NPN 

for data links, model train Fit 20-Pin 

switching, more. 50 mW. DIP Socket 

T-13/4 case. ; ‘ 
976-445 2. MV57164. Convenient way to add 


metering to audio equipment and 
many other circuits! Ten high- 
efficiency red segments. With data. 
276-081 4.59 


Phototransistor 
Bargain 1 49 


Silicon. Similar to FPT- 
100. Sensitive, TTL/DTL 
compatible. 

276-130 ......... 1.49 


Tri-Color LED 
T-1% Size 1°° 


XC-5491. Perfect for sta- 
tus indicators and testers. 
Glows red on DC, green 
on reverse DC, yellow on 


Digital Displays 


LOW AS 
fe) y 


0.3” Numerals 

Left-Hand Decimal. Bright seven- 
og be LED displays rated 
1.7VDC per segment, 20 mA typi- 
cal. Fit 14-pin DIP sockets. 


i Anode 276-053 1.79 
Spa 8s zreors | 288 


PUT IT TOGETHER WITH PARTS FROM TANDY 


Wire Wrapping Tool 30-Gauge Kynar® Wire 
x , 399 15m " 
Spools 
; Includes Hand 
! G ncludes Handy Use with any wrapping tool to make fast, 
Saaiec ate S 6° Wire Stripper reliable connections. id 
[A] NEW! LSI PC Board. Accepts ICs with and headers. 7.1x9.5cm.276-158 ..... 2.99 Cat. No. 15m Spool 


Balanced 11.4cm all-metal tool for making 
solid wrap connections — much faster than 
soldering! Strips, wraps and un-wraps 
30-gauge wire. Stripper stores in handle. 

ZIG ISTO inc ap aseniainiviapsealniaw vies 6.99 


Wrap DIP Sockets 
Pkg ee accept 3 levels of wrap. 


278-501 3.99 
278-502 3.99 
278-503 3.99 
278-504 3.99 


up to 42 pins. Provides 580 holes with sol-_[E] pual Grid Board. Dual version of Fig. 
der rings for mounting support compo- p 976-161 99 
a 


toil iii iad oun none be IC/LSI Board. Ideal for projects using 
Bl “ape Spas ae ecm sean i LSI ICs up to 40 pins. 750 holes with solder 
NEW! Memory PC Board. Makes it _ ;ings, indexed on both sides. DIP centers. 
easy to add more memory! Mounts up to 7.4 9.5m. 276-162........0e0eeee ee 3.29 
nine 16 or 18-pin ICs. Features four busses Gl Dual IC Board. Accepts two 6 to 20-pin 
plus 72 holes with solder rings for mounting yp ICs Proudes tour Sanectin - 
support components. Mounting holes at 2. FON ig po 
corners. 16.5x3.80m. 276-184.......... 3.49 geal IC pin. 4.4 x 8.6m wae 


(C] NEW! Universal PC Board. Accepts 


Square 0.25” Posts 


of 2 


276-1993 1.79 


ICs up to 40 pins. Total of 750 indexed 
holes with solder rings for mounting sup- 
port components. Two busses, one 
grounding strip. Mounting holes at corners. 
8.6x7,3cm. 276-168 ...... } slew diace o'eals 3.19 


pin IC or socket. Extends leads for easy 
soldering and breadboarding. 5.4 x 3.8cm 
SIGORE. venicacvecurogn cece tvc.sdasine 1.69 
[J] Multi-Purpose Plug-In Board. Poly- 


ee i 1°° . Pins Cat. No. Pkg. of 2 
8 276-1988 1.69 


[H} Single IC Board. Mounts one 6 to 16- 14 


16 276-1994 1.89 


PC Boards and Push-In Terminals 


glass. 11.4 x 10cm with 1/16” grids. Fits 44-pin 
s0cket. 276-162 .. 0. ccccccccvccsccens 4.99 
[kK] Three-Voltage Source Plug-in Board. 
Like Fig. J, but has three busses. Ideal for 
op amp circuits. 276-154 ......... 4.99 


(0) Grid Board. 750 holes with solder 
rings, indexed with letters and numbers on 
both sides for easy identification of compo- 
nent pinouts—really speeds wiring. 
.100 x .100 centers for DIP ICs, sockets 


[R) 1B) IC- -Spacing Perforated Boards 


Size Cat. No. Each 
11.4x 15.2cm 276-1394 3.79 
7x 15.2cm 276-1395 2.99 


15.2 x 20.3cm 276-1396 4.99 


T| Solid Copper-Clad Board. Copper clad on 
one side. No holes. 15.2 x 15.2cm. 

BIO DOE (oi s0 sas OS 6 is WG sie BLES 4.49 
(U) PC Board Assortment. 548cm2. May in- 
clude phenolic, glass, double and single- 
sided boards. 276-1591 3.99 
[vy] NEW! Nylon Spacers for PC Boards. Fast 
and easy way to mount PC boards 9.5mm 
from chassis or enclosure. Spacers snap es 
place — no additional hardware needed. Re- 
quire 4mm diameter mounting hols in PC 
board and 4.8mm holes in chassis. 

270-1391 Pkg. of 8/2.29 


REY) Breadboarding System 


Design and debug your circuit on one of the 
reusable breadboards, then transfer the final 
(L] version to matching PC board, or record it ona 
scratchpad sheet for future reference. 

\L! NEW! Modular Breadboard Scratchpads. 
Printed with identical pattern of 276-170 and 
{M) 276-174. 3 pads, total of 90 sheets. 

PIGS tiicweshuVe see sesen sag aiaaen 1.99 
M) Experimenter’s PC Board. Layout matches 
breadboard sockets. 550 pre-drilled connection 
points. 52.3x138.1x1.6mm. 276-170........++ 3.99 


IN) Modular IC Breadboard Socket. Snap to- 


IN) gether horizontally or vertically. Silver-nickel = 
contacts accept 30 to 22-gauge solid wire. Two Versatile PC Boards 
us strips, 550 indexed connection points. . 
G.AX15.20M 27C-174.....cecseenssneeees 21.95 For Computer Projects 
(0) Modular IC Breadboard Socket. Smaller 
version of Fig. N with 270 indexed connection Tandy Exclusive! 
UNVEREAL GREADBORAD Points. 5.4x8.6cm. 276-175 ....... eee e eee 12.95 
(P] NEW! Universal Breadboard. 5.7x16.5cm en seem (D) 
breadboard is mounted on a 17.8x10.2cm ‘stay-put’ q i 
steel base with rubber feet. Accepts DIPs, dis- ec 
crete components and up to 22-gauge wire. To- [A] Highest-Quality Dual-Sided Glass Boards 


tal of 640 plug-in tie points. 3 binding posts for 
power hookup, etc. 276-169 ......... 32.95 


For clean—not eee Ideal for peripheral circuits and transform- 
ing one computer fo 


rmat to another with plug-in simplicity. These indexed 
boards and matching connectors are a “‘system” 
that can reduce building time and wiring errors. 
Accept card edge connectors (276-1544, 1545, 
1558, 1566) or sockets and headers (Fig. C and D). 


16-Pin DIP 
Jumper 


Making Your Own PC Boards is Easy and Fun! 


PC Board Kit. Two11.4x7.6cm 
4 boards, resist-ink pen and solvent, et- 
_ chant, layout strips and circles, tank, 
| drill bit and complete instructions. 


SIONSIOR 3 eh ee 18.95 one Size 

Extra Pen. 276-1530 ......... 2.59 oe 

Extra Etchin Se 453.69 in ve 40 position | 1520 | 10.8x13.3cm 

tic bottle. 276-1535 .......... 4.99 29 50 position | 2898 | 13.3x20.6cm 

(A) Direct-Etch Dry Transfers. So 7 pape bev begat gl 

easy! Four transparent sheets have : - 

tub-on circles, strips, |C pads and Two 16-pin DiP plugsconnect- (C]40-Position Socket With 30.5cm Cable. 276-1542 alee 6.99 
more. Press on to a copper clad board ed by a 45cm-long colour- 50-Position Socket With 30.5cm Cable. 276-1543 ....... 7.49 
and you're ready to etch. coded ribbon cable. 40-Position Header. 276-1540 ++ 1.99 
276-1577 ........... Set of 4/4.89 276-1976 ........... 7.29 | 50-Position276-1541 2.02.02... cece cece eee eens 1.99 
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Radio Control Modules 
Conforms to DOC Specification RFM E001 


Receiver 


Ideal for wireless remote control of toys, models, novelty items and more. 
These prewired PC modules require just a few low-cost components to com- 
plete your system. Provides four functions: Forward, forward with right turn, 
forward with left turn and reverse. Receiver controls two DC motors directly. 
| Transmiter, 93.6 x 25.4 x 11.1mm. Receiver, 41.3 x 76.2 x 19mm. Operate on 
| 27.145Mhz. Require 9VDC and 1.5VDC. With data. 277-1012 .. . Set, 22.95 


“Doorbell” 
Electronic Chime 


“Ding-Dong” 
Output 


Three lead device contains an IC and 
operates on 1.5VDC. Use momentary 
| contact switch (not incl.) to trigger. Cur- | 
| rent drain: 30 mA. Sound pressure: 75 
dB. Approx. 3.2 x 4.4cm. Mounting holes: 36mm 
apart. 12cm leads. 

REDO cae tsi sive caine t ower tle 9.99 


Loud Piezo Buzzers 


M) 


KK) 


NEW! Pulsing Piezo Buzzer. Reso- 
nant freque fey approx. 2800 Hz. Operates 
on 3 to 28V! 12 mA at 12 volts. Sound 
level 95 dB. Mounting tabs with holes 50 
mm apart. Overall: 42mm diameter x 
14.5mm high. 273-066 ........... 4.99 


[K] Piezo Buzzer With Leads. Piercing 4.8 
kHz signal really gets attention! 1.5 to 
20VDC. Ideal for battery-powered cir- 
cuits — draws just 12 mA at 9V, 35 x 9mm. 

had Ati aia letatcrea ace a oa one ayatbee ate +e 4,29 


L] PC Board-Mount Piezo Buzzer. Per- 
fect for projects and security. Use as re- 
placement or upgrader in clock radios, 
smoke detectors and more. Requires 3.0- 
20VDC. 12 milliamps at 12VDC. 
17.5x 4.5mm diameter. 273-065 ... 3.49 
{M) Piezo Element. Small, yet delivers up 
to 90 dB at 6.5 kHz. Requires external 
driver circuit. 28.5mm mounting centres. With data. 
MU MION oop Seg hig Sse e sa)s 9.0 dcisles weal 2.29 


Mini DC Buzzers 


29 
Each 


“Connectors for Computers and Peripherals 


=: 


<@2500. + = 


Small enough to hide, loud enough to demand 
attention! 27mm mounting centres. With leads 


{E) 25-Conductor, 1 ‘5m Ribbon Cable. 
SIDTTR eng aCe wicec ae 5.99 


Solder D-Submini 25 Connectors. (Not 
shown). 


Male. 276-1547 ............... 5.59 


Versatile 12VDC 
Solenoid 


DC Buzzer in 
Metal Case 


3° 


5 i Hood. Fits both. 276-1549 ...... 4.19 — Continuous Duty 
ply 4-Postion Care dge Socket Fis NEW! 9-Position D-Sub Connectors. = Capability Low Current 
ache page. 276-1551 ......... 5.89 ‘Fit joystick ports of many video games Requirement 


and computers. For chassis mounting or 
a D-Submini 25 Male. For RS-232C Making joystick extension cords. 


Plunger will pull in 3mm and hold up to 113g. 


bus. Reusable type. 276-1559 ... 8.99 Ideal for robotics, model rail-roads, opening | Super loud, with low current drain—ideal 
(0) D-Submini 25 Female. Ideal for ca- Phig. 276-1537 ..........7- pee valves, latches and more. Coil:31 ohms,430mA | for battery powered circuits. Approximately 
ble extensions. Reusable type. Socket. 276-1538 .......... . at 12VDC. 2.8 x 2.7 x 2.7cm body. 5cm diameter by 4.4cm. With hookup lead. 12VDC. 


RIOHORS Oe css esac at 8.99 [HI Hood. Fits both. 276-1539 ... 4.19! 273-251....... sis calk acces oR BaMIRNRER 6.99 
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273-051........ nego 00a ¢ oa uidialbieeely 3.99 


AUDIO PLUG ADAPTERS AND XLR CONNECTORS 
Adapters for Headphones, 


INEW 
FOR'84 


[C) 


B 


A) 3-Conductor Mini Plug “Y”. Two ‘/s” 
stereo jacks to one '/s” stereo plug. 
ab eae eee eens aa 4.49 


B] Stereo “Y"’-Adapter. Two RCA-type 
phono jacks to one stereo '/s” plug. Jacks 
are L-R color-coded for playback and record- 
ing. 274-369 2.49 
C} Dual Jack “Y”-Adapter. Two 1/s" stereo 
jacks to 1/4” stereo plug. 

274-305 4.99 
D) 1/4” Stereo Phone Jack to '/s” Stereo 
Phone Plug. Use standard stereo phones 
with personal portables. 274-366 .... 3.39 


Adapters Make Hookups eer 


hed f 


JJ ¥ 


J] Adapter Set. Mono 1/s” mini plug to: 3/32” 
submini jack, 1/4” phone jack, RCA-type phono 
fAck, 274-368) os. 3-Piece Set, 3.99 
Dual Mike/Speaker ‘‘Y’’-Adapter. Two 
1/4" mono phone jacks to ‘/4” mono plug. 
274-309 3.59 
[L] Dual Phono Jack Couplers. Connect two 
cables with RCA-type phono plugs. 

274-1553 Pkg. of 2/ 2.69 
M) Dual Miniature Jack Coupler. Connects 
two cables with 1/8” phone plugs. 

274-1554 1.89 
[N] Phono Plug Adapters. RCA-type phono 
jack to 2-conductor 1/4” plug. 
SOO ee eh Neie og a 


a 


R) A3M-Type 3-Pin Plug. All metal for dura- 
bility and shielding. 274-010 ......... 5.99 
S] A3F-Type 3-Pin Inline Connector. Mates 
with et above. Cable strain relief. 

274-011 
[T] D3F-Type 3-Pin Panel Jack. Locking type 
with pushbutton release. Accepts A3M plug. 
274-013 .99 
(U) A3F to A3F Coupler. Joins two A3Ms. na 


wired. 274-014 
[V] A3M to A3M Coupler. Joins two A3Fs. Pre- 
wired. 274-015 


Adapters for Mini Stereo Headphones 


INEW 
FOR'84 


E) 1/8” Stereo Phone Jack to 1/4” Stereo 
Phone Plug. 274-367 3.39 
F) Right-Angle '/s” Stereo Phone Jack to 
1/4" Stereo Phone Plug. : 

274-371 3.39 
|G) Right-Angle '/s” Stereo Phone Jack to 
1/8” Stereo Phone Plug. Can be used for 
stereo or mono. 274-372.......... 2.89 
\H) 1/8” Stereo Phone Jack to '/s” Mono 
Phone Plug. Use “mini” stereo headphones 
with TVs, portable radios, tape recorders, 
communications gear. 274-368 ..... 1.89 


NEW 
FOR'84 


[BB] [CC] 


Y| Y- aioehir Dual RCA-type phono jacks to '/a” stereo plug. 

274-308 4.99 
(Z] Stereo Dual Jack Adapter. Share your music! Drive two stereo head- 
phones from a single 1/4” stereo jack. 274-302 

1/8” Dual Jack Adapter. Two ‘/s” jacks to one ‘/s” plug. Mono. 
274-310 
1/4" Stereo Jack to Mono 1/4" Phone Plug. Use stereo headphones 
with CBs, ham, shortwave and scanner radios, mono audio equipment. 
274-360 . 
1/4" Stereo Jack to 1/3” Mono Phone Plug. 274-361 2.59 
1/3” Mono Jack to 1/4” Stereo Plug. Permits listening or recording in 
mono from stereo headphone jack. 274-363 2.59 
[EE] Phono Jack to 1/4” Stereo. Combines left and right channels from 
stereo headphone jack to mono-output RCA-type phono jack. 

274-365 2.19 


Shielded Adapters Cut Hum 


IP] Q) 


O} Dual 1/4” Coupler. Connects two cables 
with 1/4” plugs. Stereo or mono. 

274-1556 2.89 
Mini Phone Plug/Jack Signal Reducer. 
1/8" phone jack to '/s” phone plug. Provides 51 
dB attenuation for recording from earphone 
jack of cassette players, TVs, radios. 
274-301 2.69 
(\Q) RCA-Type Phono Jack to '/s” Plug Sig- 
nal Reducer. 40 dB attenuation lets you use a 
portable recorder’s mike input to tape from 
line-level aux/tape-output sources. 

274-300 2.69 


i) 


XLR Audio Connectors and hapa 


For “Pro” Audio 
Applications 


“6 


A 
FF at 


W Adapter/Transformer. A3F to 1/4" phone 
plug. Use professional-type mike having A3M 
connector with amplifier or recorder that has 
1/4" jack. Built-in transformer adapts low-Z bal- 
anced to high-Z unbalanced input. 

274-016 12.95 
X) Adapter/Transformer. 1/4” jack to A3M 
plug. Use high-Z unbalanced mike with equip- 
ment that requires low-Z balanced input. Use 
with 274-016 (above) for long cable runs to 
minimize high-frequency loss. 

274-017 


[GG] 1/8" Mini Phone Jack to RCA-Type Plug. 274-326 .. 
1/3" Phone Jack to 3/32” Submini Phone Plug. 

274-327 
3/32" Submini Phone Jack to 1/e” Phone Plug. 
274-328 
3-Piece Plug Adapter Set. '/s” phone jack to RCA- -type 
phono plug, RCA-type phono jack to 3/32” submini phone plug, '/s” 
mini phone jack to 1/4” phone plug. 274-046 .... Set of 3/4,19 
1/4" Jack to 1/a” Plug. 274-047 .................. 1.89 
[MM] 1/4” Phone Jack to Phono Plug. Connects mikes, guitars to 
phono jack. 274-389 Pkg. of 2/3.39 
RCA-Type Phono Jack to 1/s” Plug. 274-330 ...... 1.69 
[00] Shielded Y-Adapter. Two phono jacks connected in parallel 
to one RCA-type phono plug. 274-303 2.99 
Shielded Y-Adapter. Two phono jacks in parallel to a ‘/4” 
HONE: Pligg PARSON cece raccco us tsutcticaretirngaceynamnetetatneencsrasalas 2.99 
[QQ] Stereo Headphone Shieldapter Plug. 3-conductor 1/s” sol- 
der-type mini plug with cable strain-relief. An adapter is included so 
you can use the plug with '/4” stereo jacks, too. 274-044 ..4.79 
[RR] Microphone Shieldapter Plug. 2-conductor version of above 
with 2-conductor adapter for use with 1/4” jacks. 274-045 .. 3.09 


1.89 


See Page 76 for Information on Large-Quantity Discounts 


ARCHER® PLUGS & JACKS MAKE THE CONNECTION 


i] 


i} 
uv 


\ IE) >G@ » H K) 


A B 


2-Conductor 1/4” Phone Plugs. Long slim type (G) 3-Conductor 1/4” Phone Plugs. Slim line. Black N) Solderless Right-Angle Phono Plugs. Two red, 
with 12mm diameter black bakelite barrel. bakelite barrel. For push-to-talk mikes, stereo phones. two black. Ideal for audio. 274-383 .. Set of 4/1.69 
274-1536 Pkg. of 2/2.79 Pkg. of 2/ 2.69 0} Solderless Phono Plugs. With strain relief. Two 
B) 2-Conductor '/4” Phone Plugs. Shielded to mini- [HK] 3-Conductor Phone Plug. Shielded all-metal type. d, two black, 274-384 Set of 4/ 2.39 
mize hum. Slim type with12mm diameter metal barrel. 4.1cmlength barrel. Nickel plated.Solder lug terminals. Somorions Right-Angle Phono Plugs for Video. 
274-1544 Pkg. of 2/3.39 274-285 2.29 et of 2/ 2.59 
\C} 2-Conductor '/4” Phone Plugs. Ribbed plastic J) 2-Conductor 1/8” Miniature Phone Plugs. Solder alt Phono Plugs. Mate with any phono jacks. 
19mm _ diameter barrel for sure grip. my 12/2.89 lug terminals. 4.1cm long. rew-together plastic housing. 274-319 .... 4/1.29 
g. 0 a 


274-1539 Black. 274-286 Phono Plugs. Three black, three red. Plastic sleev- 
(0) 2-Conductor 1/4” Phone Plugs. All-metal shielded Red. 274-287 Pkg. of 2/1.49 ing repcenil Shorts : : i 


flat right-angle type. For tight spaces. Shielded. 274-288 Pkg. of 2/1.59 Pkg. of 6/ 1.69 


Pkg. of 2/ 2.89 (\K} 3-Conductor '/s Mini Phone Proms. Solder lug [S) Shielded Phono Plugs. Designed for easy solder- 


(E) 2-Conductor '/4” Phone Plug. Heavy-duty — connections. 274-284 kg. of 2/ 2.49 ing. Mate with all RCA-type phono lacks. 
ielded. For ‘‘pro” audio applications. Spring strain 


; Pkg. of 2/1.69 
relief. 274-1545 1.99 L) 2-Conductor 3/32” Submini Phone Plugs. Solder (T 
fa !} Color-Coded Phono Plugs. Plastic insulated cov- 
[F] Right-Angle 1/4” Plug. 2-conductor. Black shell. terminals. 24mm long. Sets of 2. Black, 5 St 289. | f 
Screw type terminals. 274-256 .............. 1.29 Red, 274-290. Tan, 274-291 ers. Cable clamp for strong connection. Assorted col- 


ors. 274-321 Pkg. of 8/1.89 
‘ ; > 
0) [V} Ww X y 


Enclosed ‘'/a” Jacks. Accepts standard '/4" 


Pkg. of 2/1-49 


t, on NEW] 


[Z] \ (28) (cc) [DD] 
Stereo Inline '/4” Phone Jacks. Slim black 3- 


{GG] 
(EE] 1/4” Phone Jacks. Accepts standard '/4” phone 


phone plugs. Solder lug terminals for positive connec- 
tions, Versatile, panel or PC mounting. Include mount- 
ing hardware for easy installation. 

2-Conductor, Open Circuit. 274-280 ........ 1.19 
3-Conductor, Open Circuit. 274-282 ........ 1.39 
[V] Enclosed 1/4” Stereo Phone Jack. Three- 
conductor. Double closed circuit. Positive connection. 
With schematic, hardware. 274-277 ......... 1.99 
Wi Enclosed 1/s” Miniature Phone Jacks. 

Closed Circuit. 274-296 .......... Pkg. of 2/1.69 


conductor jack mates with any 3-conductor stereo 
phone plug. Solder lug terminals. 
EAM ET Oo yes eR ike hee Pkg. of 2/ 2.89 


3-Conductor Inline Shielded Phone Jack. 

otal metal construction for shielding and dura- 
Ais, Wen Beeeeee. | oo cc es. enya 3 

Tee 2-Conductor 1/s” Inline Jacks. Accepts '/s” 

mini phone plugs. Easy to install. 

PIANSS 5s hn, See ee aR Pkg. of 2/ 1.39 


plugs. With hardware for easy installation. 
2-Conductor. Includes two open circuit, two closed. 


Te OL SSA et NtAD TEP EA EMRE ORRIN Set of 4/ 3.19 
2-Conductor. Open Circuit. 274-252 ...... 2/ 1.99 
2-Conductor. Closed Circuit. 274-255 ..... 2/ 2.19 
3-Conductor. Open Circuit. 274-312 ...... 2/ 2.59 
3-Conductor. Closed Circuit. 274-311 ..... 2/ 2.99 


[FF] 2-Conductor 3/32” Subminiature Phone 
Jacks. Accepts submini phone plugs. Closed circuit. 


Open Circuit. 274-297 ........... Pkg. of 2/1.59 pascal /a” Inline Jacks. ge to make rig bry» ie Se a Oe Ne, Sell 7 Oe rie Pkg. of 2/ 1.59 
X] 3-Conductor 1/e” Miniature Phone Jacks. extension cords for personal portables. Strain relief 2-Conductor 1/s” Miniature P! lacks. 
Closed Circuit. 274-250 .......... Pkg. of 2/2.09 (bcd TS Le, Pa eR gaa ta aye 2/ 1.99 Mounts in 6mm hole. Usable in panels figment thick. 
Open Circuit. 274-249 ........... Pkg. of 2/1.99 3-Conductor Closed-Circuit Phone Jack. Easy to install, 
Y] Mono Inline 1/4” Phone Jacks. Durable black Double closed circuit type. 274-1240 ........ 2.59 in Circuit. 274-251 ........... Pkg. of 3/ 1.69 
plastic shell. Accepts standard '/4" phone plu Closed Circuit. 274-253 .......... Pkg. of 3/°1.99 
BERARON ey eet fess) ha ee Pkg. of 2/ 2.49 

(JJ) 4-Pin Audio 

Connectors 


_ €* Top-Quality 
a Phono Jacks 


[HH] Shielded Phono Jack. Fits6mm mounting hole.Solder lug termi- 
nals. 274-346 Pkg. of 4/2.69 


Plu yand 
a Jack Seth 


1/4" Standard. Phone plugs, inline lone. One set red, one 
black. Screw terminals. 274-1241 Pkg. of 2 Sets/3.59 


[JJ] Plastic Inline Phono Jack. Hex-shape. Strain relief. screw- 1/e" Miniature. One black and one red set of two phone 


plugs, two inline jacks. 274-283 Pkg. of 2 Sets/2.29 
3-Conductor Plug and Jack. '/4” open-circuit jack, match- 
ing phone plug. Solder lug terminals. Includes mounting hardware. 
ed Set/2.39 
1/a” Miniature. Set of two shielded phone plugs, two closed 
sean jacks. All-metal plug prevents hum PiguP- 
274-336 Pkg. of 2 Sets/2.09 
[UU] Shielded Phono Plugs, Jacks. Two sets of phono plugs 
terminals. 


and jacks for audio/video connections. 
274-001 ...... ase \, 274-334 Pkg. of 2 Sets/2.09 
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together plastic housing. 274-337 Pkg. of 4/1.49 
Shielded Inline Phono Jack. Solder lugs. Metal construction pre- 
vents hum. 274-338 Pkg. of 2/1.49 
[Lt] Dual Phono Jack. Chassis mount for stereo changers, amplifiers, 
receivers, more. Accepts two phono plugs. reba construction 
274-332 Pkg. of 2/1.79 
[MM] Quad Phono Jack. Chassis mount design accepts up to four RCA- 
type phono plugs. Phenolic construction. 274-322 1.39 
NN] Octal Phono Jack. Chassis mount, accepts up to eight RCA-type 
phono plugs. Phenolic. 274-370 


Chassis- 
Mount Socket. Mates 
with 4-pin plug. 

274-002 ...... 1. 

Mike Plug. 
Many communica- 
tions uses. Cable 
strain relief. Solder 


ENCLOSURES AND KNOBS FOR ALL YOUR PROJECTS 


Deluxe Two-Tone Enclosures 
A) 


Perfect ‘‘tens” in looks and quality! Easy-to-work alu- 
minum. Eggshell white bottoms, black tops. With 
hardware and rubber feet. 
ig. | Size 
49x 10.8 x 10.5cm 
49x 21x 15.6cm 
77x 10.8 x 10.5cm 
77x21 x 15.6cm 


Cat. No. | 
270-271 
270-272 
270-273 
270-274 


Each _ | 
9.99 
11.95 
12.95 
13.95 


Slope-Front 
Metal Cabinets 


Low 
- 7 


Ideal for test equipment, audio mixers, control panels 
and more. Steel construction with classic “hammer- 
tone”’ finish and scratch-preventing rubber feet. 


Cat. No. 


270-264 
270-266 


Each 


7.99 
14.95 


Rear 


7.3cem 
89cm 


Width | Depth 


14.9cm 
27.8cm 


10.5cm 


35cm 
20.3cm 


3.2cm 


Metal Cabinets 


Low 


44s 


nal 


Steel Tops, Aluminum Chassis, Rubber Feet 


Size 


83x 5.4x 10.2cm 
13.3 x 7.6 x 14.9cm 


Each 


4.49 
7.69 


Fig. Cat. No. | 
270-251 | 


| 270-253 | 


Economy 


Project Cases cannon 
‘a’ 3° 


Blue plastic. Internal 
slots provided to hold 
PC boards. 


Size 


10.2 x 5x 21.1cm 
10.2 x 6.2 x 2.7cm 
12.1x6.4x3.6cm 
15.2 x 8.1 x 4.8cm 
19x 11 x 5.6cm 


Cat. No. 
270-220 
270-221 
270-222 
270-223 
270-224 


Each 


3.39 
3.79 
4.49 
5.69 
5.99 


Experimenter ‘5 


Boxes 
Low 

- 31° 
¢ Aluminum Covers 
¢ Plastic Bodies 


| Cat. No. 
270-230 


Size 
83x 5.4x2.9cm 


Each 
3.19 


Chassis 
Boxes 


Wy 31 


Hardware 
Included 


Dry Transfers 


Four sheets with rub-on 


10.2x5.4x 4.1cm 270-231 3.49 


Size 


Cat. No. | Each letters, symbols, num- 


12.9 x 6.7 x 4.1cm 
15.9 x 9.5 x 5cm 
19.7x 11.1 x 6cm 


270-233 
270-627 
270-232 


4.19 
5.19 
6.79 


7x5.4x4.1cem 
10.2x5.4x4.10m | 270-239 
13.3 x 7.6 x 5.4cm | 270-238 


bers and calibration 
marks for controls. For 
plastic and metal sur- 
faces. 270-201 ... 4.79 


270-235 | 3.19 
3.59 
4.89 


DIN-Type Connectors 


{k] 


- 8 


[J] 


J! 2-Pin Polarized Plugs. Ideal for speaker hookup to 
car stereos and use with European‘ hi-fi gear. Solder- 
type. 274-008 2/1.29 


[kK] 2-Pin Polarized Inline Jacks. Mates with Fig. J. 
Solder-type. 274-009 2/1,.29 


(L] 4-Pin Plug. For audio and microcomputer hookups. 
274-007 2.19 


M 

GAD... 8g ee 

N) 5-Pin Audio/Video Plug. Shielded to prevent pes 
pickup. 274-003 2.19 


(0) 5-Pin Inline Jack. Accepts 3 or 5-pin plugs. Solder 
terminals. Cable strain relief. Shielded. 
274-006 2.19 


[P] 5-Pin Chassis Socket. Accepts 3 or 5-pin ree 
Solder terminals. 274-005 


Knobs for 6mm Shafts 


[U) Ww [Y! 


QIR] Deluxe Knobs. Beveled front edge with groove 
pointer. Aluminum over plastic. Top-quality brass inserts with 
set-screws. Ideal match for enclosures Figs. A-D. 

19mm Diameter. 274-405 ...... 6.6 cette eres Pkg. of 2/2.99 
35mm Diameter. 274-406 ... 0... eee ees Pkg. of 2/3.99 


(S] Top Hat. Finely tooled, modern 2-tone igi Brass set- 


SOON 2 eeee a, Pkg. of 2/2.69 
[T] Contemporary. Metal over plastic. 
DIAM a es rn ee Pkg. of 2/2.89 


U] Knurled Grip. Chrome plate, aluminum inlay. With set- 
screw. 38 x 22mm. 0-10 calibrated. 


Ree ea ewe Cae oF Pkg. of 3/3.49 
[V] Knurled Grip. 28x17mm. Brass bushings. Single-line 
PONG SIAR ec ie a eree res Pkg. of 2/2.39 
0-10 Calibrated. 274-413 .............. Pkg. of 2/2.39 
Hexagon. 35x16mm. 274-407........ Pkg. of 2/2.29 
(x) Molded. Brass inserts. 19x11mm. 
OTAGO ae Pkg. of 4/2.59 
2ONTAIUIM CTOAIO Ga riwebee tenes vatde ees Pkg. of 4/2.79 
Y|19mm Knurled 38mm deep. 274-380 ............ Pkg. of 6/2.99 


Pushbutton Terminals 
va 
[: = ee 


[BB] 


(Z) NEW! Eight-Position. Spring-action lever release for quick 
hookup and positive contact. Moulded board with mounting holes. 
BOmmapart. 274-623 0... cecccccccerervesecensennns 4.49 


[AA] Four-Position Version of Above. Moulded board with moun- 
ting holes. 60mm apart. 274-622 20... cece eee eee eee neee 2.79 


(BB ]Two-Position Version of Above. Moulded board with mounting 
holes, 41mmapart.274-621 ....ccssuvenuenecnscsnces 2.19 


[cc] 


[CC] Two-Position Push Terminals. Spring-action insertion/release. 
54x 19mm board mounting holes 35mm apart. 274-315 ..... 1.89 


Custom Speaker Terminal Plates 


Your 
pans 


Bi 
(DD) [EE] 


Ideal for hi-fi, musical instrument and PA speak- 
ers—recessed design lets you mount enclosure close to 
wall. Spring-action terminals for easy wire hookup, plus 
centered RCA-type phono jack. Removable plug main- 
tains “seal” of speaker systems. 274-625 59 
[EE] Above with '/4” phone jack in place of phono ee 
Includes seal plug. 274-624 


Quantity Discounts Available—See Page 76 


MAKE IT SAFE WITH ARCHER® FUSES & CONNECTORS 


j i i NEW . 
Barrier Strips, Jumpers ppniee vince ales aay Multi-Conductor Nylon sate 
c€ Quick Disconnects 
"le 
For'84 Ww 
G Ss WJ yo 1°: Female Bo ’ 
[6] Coaxial DC Power Jacks. For adding DC power 
jacks to equipment or Pesiomenieg | Mate with plugs 
low. With mounti 3: i i- : : 
esi pp ia maiae p aaboks ey eee Durable moulded connectors for electronic and automotive 
[Al Single-Row Barrier Strips Cy Pr ee I a ee Pkg. of 2/1.49 | use. Polarized to assure proper hookup. Easy to assemble 
Bosnions Sarhe 5.0mm O.D, 2.5mm I.D. 274-1566 ....... 2/1.49 — pins may be crimped or soldered to wire, then inserted 
= 274-646 H] Chassis-Mount Jacks. For coax plugs below. | into housing. Each circuit rated 4 amps at 250 VAC. 
4 274-647 Set of two. One is 2.1mm ID, the other is 2.5mm ID. No. of Pins Type Cat. No 
6 274-648 274-1549 el PE We ett cee era Set, 1.59 r Male D74-224 
8 274-649 J) Coax Plugs. Fit external power sockets of most 6 Male 274-226 
battery-operated equipment. Mate with jacks listed 9 Male 274-229 
(8) Dual-Row Barrier Strips above with same ID and OD Male 274-232 
Positions Cat. No Cat No Female 274-234 
Female 274-236 
Hise | SS3esh foie | 1s renal | Erte 
- 2.39 Each : A 
274-670 2.79 Each 274-1569 169 emsle ieee 
274-1570 1.69 


(C] Feedthrough Barrier Strip. Eight screw terminals 
Each has a 5mm solder terminal on rear for connections 
inside of a chassis or enclosure. 274-653 3.29 


(0) Eight-Position Jumper. Connects all terminals of 
#274-649, 274-653 or #274-670. Can be cut to connect 
two or more terminals of any of the barrier strips above 


Fuse oni 


Wide Selection of Fuses 


od 


274-650 2.49 ¥) af 
“European” Barriers . 
P NEW) ues 
3 
7” X 
eee ee eee me (El Low As ae {AR} {S| : rer 
49 [T) Fast-Acting, 32 x 6mm W) Fast-Acting Pigtail, 32 x 6mm 
2 For 5x 20mm Fuses: Laces Cat. No Cat. No. | Pkg. of 2 
eae we (K] Inline Holder. Overall length includin leads is ae leap eee ey 
Moulded plastic terminal blocks with 43cm. 270-1238 ........+..+- Remincted 6K . os 1.29 fe 570.1272 370.1202 


recessed set-screws to prevent accidental 
contact. Rated 380V, 15 amps per circuit 
{E] 8-Position. 274-678 

(F] 12-Position. 274-679 


270-1273 
270-1274 
270-1275 
270-1260 
270-1276 
270-1277 
270-1278 
270-1252 
270-1253 
270-1254 
270-1279 
270-1280 


270-1223 


270-1224 
270-1225 
270-1226 
270-1227 


L) Panel-Mount Holder. Requires 13mm-diameter 
mounting hole. 270-362 1.39 


For 32 x 6mm Fuses: 


M) Four-Position ‘‘Fuse Block’: Ideal for automo- 
tive use—accepts quick-disconnect (auto-type) con- 
nectors, or can be soldered. 30 amps per circuit. 


Multi-Conductor 
Glass-filled polyester, 13 
Connectors 270-742, polyester, 18mm 


[xX] Fast-Acting Fuses, 5 x 20mm 
Cat. No. Pkg. of 2 
270-1249 

270-1241 

L 270-1242 

270-1250 

270-1243 


N] Clip-In Chassis-Mount Holder. Ideal for applica- 
tions within enclosures. Solder terminals. 


{U) SFE- Auto Fuse. 


270-73! 


Indexed Pins. Plugs fit 
only one way, and only into 
matching sockets. 7.5 
amps, 500V max. 


Pkg. of 2/1.09 


[0] Panel-Mount With Screwdriver Slot. Helps pre- 
vent accidental opening. Rated 10 amps at 250 — 
DTODOT. So sth a.aia's tn Bale we biela:ecb 07) kash 4/00 eh a alpen 6 


32x6mm 
270-1268 


Type 
-dia 


20 amps 
Pkg. of 3/1.29 


\V] Slow-Blow, 32 x 6mm 


270-1244 
270-1245 
270-1246 
270-1247 


Cat. No 
270-1282 


Pkg. of 2 270-1248 


(P] Panel-Mount. 4cm long, requires 13mm at 
hole. Solder terminals. 270-364 ............ 1.49 


Male Cord Connectors *For RS digital multimeters 


Mate with female cord or chassis connector be- | {Q] Panel-Mount. Modern-look square bezel. 4ci 270.1284 #22°189, 22-191, 22:192 
jow that have the same et of pins. long, requires 13mm mounting hole 270-365 1.59 270-1285 
le isl R] Inline. Spring assures positive contact pressure. thle 
274-208 Tinned wire lead. 270-1281. ane a70-128F Slow-Blow Fuses 
274-207 (S]} Quick-Connect. For32x6mm Fuses: Solder- 270-1292 5x 20mm 
Female. Cord Connectors less, requires 14 to 24-gauge wire. 270-366 1.59 270-1293 
274-202 
: A Cat.No. | Pkg. of 
| Beas Top-Quality| Auto Fuse kit | [= [= Ps; 
Chassis-Mount Socket. 2-pin socket mates Terminal By Gat 
with #274-201. 274-203 ................ 1.59 570-9203 
Strips 270-9204 
z z a4 
5-Lug Terminal Strips 270-9205 
pig ee me mb tag aS 19 co 1°° ios 
eo 2 9 3 my 1 sos 2 Pack of most-used glass 
Pkg. of 4 Cadmium Plated = - Sut of 10 types. Two SFE-9. One 
© | : 2 Screw Terminals With RCA-Type Phono Jack. pe & each: AGC-3, AGC-10. 
6cm long. 274-620............. Pkg. of 2/1.99 == = Three each: 14-amp and 20- 
Phenolic, 9.5mm centres. Centre lug for Pa ott. si 2 Terminals. (Not shown). 4.3cm long. ee ee | amp. 270-1262 .. Set 3.39 
Gi CS 2 


TOGES eke ew edie ee Pkg. of 2/1.89 
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COAXIAL CABLE, CONNECTORS AND ADAPTERS 


Widao and RF a a 


TV and FM Antenna Connectors 


K] 


[AA] 


80 239 Chassis Mount. UHF-type, plated fini 


Solderless PL-259 Plug. Allows quick, easy 
hookup without soldering. For RG58/U cable. 
278-196 Pkg. of 2/4.19 
PL-259 Plug. Standard UHF-type connector, 
rew-on lock. 278-205 Pkg. of 2/3.39 
UG176/U Reducer. For RG59/U og 

278-204 ie of 2/1.49 
UG175/U Reducer. For RG58/U cable. 

278-206 

(2) Solderless Push-On PL-259 Plug. "an pushes 
onto jack. No screw threads. For RG59/U or RG58/U 
cable. 278-190 1.99 
[AA] Inline Splicer for RG58/U Cable. Join or extend 
cable. No special tools needed. Positive contact main- 


High-Grade Coaxial Cable | Coax Cable Stripper 


wy 14° 


Available in Bulk 


Ideal for Amateur radio, CB, TV and FM use. Low-loss 


d oD £ [T} 
[A] UG-255/U Adapter. BNC male to SO-239. 278-120 4.29 
i oe (K) 75-Ohm C Cc ect aT F-59. For 
i pe bd parcel ed female to PL-259. sh -121..... 4.29 RGSS Sabie used! In TV’ antenna pigens. penis Coupler. Couples two F-59 connectors. 
oax Plug Adapter. 239 to Motorola or RCA-type plug. Fite | SPT cchornie wee tos ea . of 2/1 EP ASUS 9 RR IE oat a 
scanner and communication equipment antenna jacks. Type F-56. For RG6/U and OMe vee \Q! Female “F” Screw-On to Male “F” Push- 
DUR Gre iso Ae age ASE SS pas £2 PTH SOR Sage 55 Ss 2.99 | coaxial cable. 278-214 ..... Pkg. of 2/1.99 On. areata i = ekg oi 2.09 
[D) Male “F” Connector to RCA-Type Phono Plug. UL] Coax “F” Connector. Type CF-59. Long 1/2” R) “F” Male-“‘F” Male Adapter 
MONON lee ze ee LP ne alae ee OT haa onl eo gt SO, eo 3.79 | crimp ring for greater holding Pewer to to A aren ‘ n - ‘i : igs i Gi : r PB fa, 
ie P Cy cable. 276-222 ............ g. 0 emale to Male “F” Right-Angle Adapter. 
Ma gy Vee rhode deck i Mer” Connect: 3.99 | Type CF-56. Above for RGOIU and ‘Alumina’ 278-221 o.oo 2.99 
[Fl Female “F” to RCA-Type Phono Plug. 278-252....... Dizm. | Wer PRs: SERSEe «+ neo Pkg. of 2/1.99 [7] Crimping Tool. For “F” connectors. 
[G] Female “F” to BNC Male. 278-251 .................. 5.29 N} F-59 Crimp Rings. For raplogere ys on F-59 ri ol as Saas sae es *f < “ée 
IH] BNC Female to RCA-Type Phono Plug. 278-250 4.29 | connectors. 278-216 ....... Pkg. of 6/99c Heavy-Duty Hex Crimp Tool. For ‘‘F” con- 
ape Ge UES OU eset . F-56 Crimp Rings. For een on a 56 con- nectors. Ideal for use with #278-222 and #278- 
[J] RCA-Type Phono Jack to Male BNC. 278-254 ........ 4.29 | nectors. 278-217 .......... Pkg. of 6/99C  —- 223. 278-241 «0.2... ee 12.95 


BNC CONNECTORS 


[BB] i 
tains wire impedance. 278-202 ............. 2.39 
Inline Splicer for RG59/U. 278-203 

[BB] M-359 Right-Angle Adapter. UHF- “ips SO- 239 
to PL-259. 278-199 .3.49 
[CC] M-358 “T” Adapter. UHF-type. Two SO-239s 
to one PL-259. 278-198 4.59 
[DD] PL-258 Coupler. Joins two PL-259 plugs. Plated 
TRISH: ATSIGGS Fo 3G og Fo pent Senn sine om 2.49 
[EE] Double PL-259 Adapter. Joins two SO-239 con- 
nectors. For CB and Amateur use with inline TVI filters, 
SWR meters, antenna switches. Plated finish. 
278-192 2.99 
[FF] Solderless RCA-Type Plug. Ideal for video use. 
For RG59/U and RG62/U coaxial cables. 

278-189 

[GG] Motorola- ee Plugs. Fit car radios, most 
scanners. 274-711 Pkg. of 2/1.09 


Per 
Metre 


ows 79 


[HH] Motorola-Type Jacks With Mounting Flange. 
274-712 - Pkg. of 2/1.19 
[JJ] Motorola-Type Jack With Shielded Inline Ca- 
ble. 274-713 1.29 
[KK] UG-306/U Right-Angle Adapter. BNC male to 
BNC female. Teflon insulation. 278-116 5.99 
[LL] Type 1094 Female BNC. Mounts in single 9/16” 
hole. 278-105 2.59 
[MM] Type UG-88 Male BNC. Solderless. For RG58/ 
U Cable. 278-103 3.99 
For RG59/U and RG62/U. 278-104 

[NN] Female BNC for RG58 Cable. 

278-113 .... 


[00] UG-914/U BNC Female to Female Adapter. 
278-115 4.29 


Adjustable Blades. For perfect strips with RG-6, RG58, RG8M and RG62 
pr cago and other cables from 5mm to 10mm diameter. 


polyethylene dielectric with tough black outer jacket. All cop- 
per conductors. 


100 


278-240 


Velocity Capacitance Center Price 
Factor Loss Per 100 ft Per Foot Conductor Cat. No Per m 
10mm | 66% 50 MHz, 3.0 dB 100 MHz, 3.5 dB 29 pF 13-ga 278-1325 | 1.99 
200 MHz, 5.0 dB | 400 MHz, 8.0 dB 7x21 
66% 50 MHz, 4.0 dB 100 MHz, 5.3 dB 28 pF 20-ga 276-1326 | 79 a Le eae 
200 MHz, 8.0 dB | 400 MHz, 12.0 dB solid w ~ {001 
6mm | 75% 50 MHz, 1.8 dB 100 MHz, 2.8 dB 15.5 pF 22-ga 278-1327 79 52-Ohm 
200 MHz, 3.9 dB | 500 MHz, 7.5 dB solid 
Oe Mee 2218 Mi [PP] 6m AGS8/U Cable. PL-259 connector at each end. 278-967 9. 99 
= = coni or ateacn end. 278-967 ..........5 
Also Available in White 278-9513 at 69 cents a metre. 61cm nae pec canie:| as 2S atoach aed. 1 i ag 
1. Cabli t 7 
7mm | 75% aT iz, 1208 i wie, 1.8 . 18.6 pF oe 278-1324 | 79 1am AGS8/U Cable. PL-259 ateach end. 278-971 Pesan 
Hz, 2. Hz, 5.1 solid 
500 MHz’ 6.7 dB | 900 MHz, 8:3 dB [QQ] 1.8mRG58/U Cable. inline SO-239 to PL-259. 278-975 . 


[RR] 6m RGS8/U Cable. PL-259 to spade lugs. 278-966 ..............655 9.99 


Prices Apply at Tandy Stores and Participating Dealers 


SHOP TANDY FOR YOUR WIRE AND CABLE NEEDS 


Solid 
uss Wire %@ 


Magnet Wire 


Ideal for 
Winding Coils 


2-Conductor Speaker Wire B ! 


=a 
Three different gauges of wire, each on a separate 
spool. You get 12.3m of 22-gauge, 23m of 26-gauge, 


Low-loss, all-copper construction. Ideal for use with solid-state amplifiers. Molded | 15Metres — Pretinned 24-gauge 
plastic insulation is polarity marked for easy hookup. copper wire is ideal jumper and 


ground wiring on perforated 
boards. Plastic spool. 


SI 


61m of 30-gauge. 


Miniature Clear 24 solid 22.9 | 278-1509 , RIB AGEL oo cei ek eet 2.39 | 278-1345 .......... Bisa Bs Pkg. of 3 Spools/7.59 
ee hi 22 stranded 30.5 278-1385 5 
tandar lear 20 stranded 22.9 278-1388 . 
Low-Loss Clear 18 stranded 9.1 278-1602 Test Probe Wire Telephone Cable 
Low-Loss Clear 18 stranded 18.3 278-008 
setinatel Lead 16 stranded u oe 278-1267 meee aoa” 3 
tandard Brown 20 stranded i 278-1387 . P ae Sj ; 
Heavy-Duty Brown 16 airandad 91 278-1263 j Flexible plastic insulation, 20-gauge stranded = ae - 
Heavy-Duty Brown 16 stranded 30.5 | 278-1384 E copper. 7.7m long. EPs, 
ROdP 275-650. ee 3.89 . 
Black: 278-554/05 Joc. 3.89 rs ind 


Two-Conductor Bonded 

One red and one black. 18-gauge stranded. 

Description Cat. No. 7.7. 278-1250 .. cc acscues patios +20 11.95 
2-Conductor, Plastic 278-864 


Miniature, Plastic ; 278-1301 : Heavy-Duty Wire 


2-Conductor, Plastic : 278-1265 


(S] Four-Conductor Cable. 24-ga. 
solid-copper conductors with standard 
color-coded insulation. 

BOM. 278-373... 0.6 eee eee eee ee 18,95 


2-Conductor, Plastic i 278-1264 k 12-gauge, 6 metre length 
: Black: 270-1200 «2254. .....5.52 5.09 Modular Cable. Four conductors, 
26-gauge, color-coded insulation. 
WOMNS2TO-OO0 ss Gacns cose sence ee 8.49 


Shielded Cable Red. 2761280 .. 405... 5.09 
[2] rR — cee 


Intercom Cable 


Low-loss cable for microphones, audio and com- 


iD} munications equipment. All-copper conductors. 
Colors may vary from photo. 


Description : j 
Heavy-Duty with braided shield i 278-751 ; Flexible flat cable, color-coded PVC insu- 
Single-Conductor with braided shield : 278-1277 : lation. For low-voltage hookups, inter- 
Miniature with spiral wrap shield ; 278-752 ; coms. 24-gauge solid copper. 
2-Conductor with spiral wrap shield ; 278-1275 . 2-Conductor, 10.7m. 278-755......... 4.49 
2-Conductor with spiral wrap shield , 278-1276 ; 4-Conductor, 7.7m. 278-757......... 4.49 


24-gauge. Color-coded insulation. 


Hook-Up Wire Packs Color-Coded Test Leads and Jumper Cables 


Single Spools, Single Color U) Set of 10 Test Lead Cables. 35cm 
(Colors vary). 3 Spools, 3 Assorted Colors long with miniature insulated alligator , yD) 
Fig Type clips on each end. 278-1156 ......4.99 
faa eee ened Sleepers le é : U) Set of 4 Test Lead Cables. 76cm lon 
! Stranded ; i 3 g. 
ao | oreo la. Solid E Insulated clips at both ends. Red, green, 
Stranded 278-1296 | 4 29 | ; § . black, yellow. 278-001 ..........4.99 


[V]) 8-Pack of 60cm Cables. Four colours, 
clips at each end. 278-1157 ......5.99 


Replacement Cord a | 


1.2m Polarized, Fused DC Cable. ideal replacement for auto stereo, CB 
NEW power cables. Quick-disconnect plug and inline holder for a 32 x 6mm fuse 
NEW) (notinclided); 270-025 (leas dacer wcce sie ew aa eae wernven be Oeeeeee 


G@ “Wrap Up” Your Wiring Jobs 
a gm (Lk one 


» - Se 


Matin eT 


’ x= “sassacenssess 
G heya Avast N se tee for \/Cable Clips. For — up to 9.5mm dia. 
permanent attachment. Unbreakable. Self-adhesive. For smooth, non-porous sur- i i 
278-1632 Pkg. 0f30/2.29 jaces.278-1640. Pkg_ of 10/2.99 Shortwave Antenna Kit and Accessories 


127mm Ties. 278-1631 . . . . .Pkg. of 30/2.99 at aha : 

200mm Ties. 278-1642 ... . .Pkg. of 30/3.29 aaa Clipse Nall) 10: Wall kee Pacabie itt 
[H] Wire-Tie Mounts. Self-adhesive, holdtiesto For RG58/U. 20-192 ..... . Pkg. of 10/1.69 
any smooth, non-porous surface. 19x19mMmM. _—_ For RG8/U. 20-193 ....... Pkg. of 6/1.69 


saber eneearesdewe Pkg. of 10/1.99 
(e) 5 i les long | hs of 
[J] Heat-Shrinkable Tubing. Fits over wire and see 1 _ —< Decides heals g ad 


shrinks to half its original diameter when NES BO ee ee oe 4.99 

heated. 1.5 x 13mm sizes. 

ZTE-1G27.... cnc eeccceseens Pkg. of 7/2.99 

jo leap proper arty rel ab- 278-1639......-...+-+ 0+ Complete Antenna Kit. Everything you need for outdoor hookup. Kit 

278-9636. Asc eaeralenar ee ae Connector Sealant Tape. Waterproof, low- | includes 23 metreof copper antenna wire, 15 metre ead-in wire, window feed-thru, Jee 

or non-corrosive. Stays flexible. Ideal for tors and complete instructions. 278-758 .................-0+ 500s ao oe 2 

Ta ; outdoors antenna connections. ; 

“! Cable Freedthrough Bushing. For neater 19 7mm. 278-1645 ............ 00006 3.99 Heavy-Duty Antenna Wire. Seven strands of 22-gauge bare copper for maxi- 

installation of RG/59, RG/58 and RG/62 — mum strength. 278-1329 20m tor 7.49 

cables. R) AC Cord Ties. For neater installation of Ns Aer eee ee Oe a a ee hee ea 

Bre ge snntlnces ott Res peg :012/b0c po SOE ees Pkg. of 6/69c Insulators. Strong, low-loss material. For antenna or guy wire installation. Style 
SEES ACRES egy may vary slightly. 270-1518) 0. GGe ce P ences ddeadene (PROPRIATE 
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QUALITY CAPACITORS AT EVERYDAY LOW PRICES 


Solid Tantalum Capacitors Electrolytic Capacitors 
PC Type 


TV-Sound Ceramic Filter 


Axial Type 
c Pre-Tuned, No i Low As 
99 Peaking Needed d 


SFE4.5MB. Ideal for use in projects 
and adapters. Will also replace 4.5 


MHz transformers in many solid-state 16 WVDC NEW hen g9c 
circuits. 3 dB bandwidth: 105 kHz, typi- Minimum FOR'84 
cal. Input/output impedance: 1000 
FOR'S4 ohms. 272-1304 ; 
fe Standard IC pin spacing. 20% tolerance. 4. 272-1012 
TV-Sound Discriminator Cat_No. [Each Bre noes 
272-1432 89 : 
Ghai 272-1433 89 272-1019 
Eliminates 272-1434 89 
Detector 09 272-1435 99 eee 
Tuning x) 1 272-1436 1.09 272-1021 
272-1437 1.19 272-1022 
oe Discriminator. This 4.5 272-1046 
zZ ceramic device replaces differen- i i i - 
tial peak detector coils. Ideal for use \ Ceramic Disc Capacitors foe eas 
with our FM Detector IC #276-1759, } | . 
page 92. 272-1305........ 1.09 Low As 49¢ Pkg. of 2 PC-Mount Types 
Trimmer Capacitors For RF, Bypass and [uF |wvdC | Cat. No. 


5-60 pF. PC mount, mini screwdriver Coupling Applications 4 
aot adjustment adh it Moisture-proof coating. Hi-Q de- 470 Hs SyBeey 
SP png aie Se 2/1.99 Hg for Fw loss in RF circuits. 1000 16 272-958 
50 WVDC minimum. 4.7 35 272-1024 
TV Colorburst Crystal 10 35 272-1025 
[Cat. No. |Pkg. of 2] 47 35 972-1027 
3.579545 MHz. Precision frequency 49 100 35 272-1028 
standard in HC18/W package (wire 49 220 35 272-1029 
leads). 272-1310 3.39 49 
59 470 35 272-1030 
100 Disc Ns ; : i 59 1000 35 272-1032 
fi © « Capacitors Non-Polarized Color-Code Guide 
459 ms Electrolytics 
— wees sercemane 
— Ce a \ LS aaa 
Includes NPOs, sb Gar N-750s, Mylar and ceramic types. 89c al |! or Only 
Values from 2 pF to 0.1 WF in working voltages up to 1000 | !deal for speaker crossover sinhad ae audio filters. She soll 1 BG 
VOUS: QV2BOT .. we ee eee tee Set of 100/4.89 | Long axial leads. Rated 50 WVDC. e he & g9c 
| uF Approx. Crossover Cat. No Each F shi ds 1100 ay 
Versatile seen Capacitors Frequency (8 ohms) ie Rie 
1.0 10 kHz 272-996 89 
Low As 22 8 kHz 272-997 89 Pocket-sized and really handy! Gives you fast, direct 
[NEW 09 47 4 kHz 272-998 .99 readout of resistor, capacitor and inductor values in 
1 10.0 2 kHz 272-999 1,09 ohms, pF and uH, plus tolerances. RETMA sipricere 
Ar 8: 0 A 11 OS Re SCPE Pee a ee ey ic 


Metalized polyester. IC-spaced pins. High temperature 
stability—similar to silver mica types. All rated 63 
WVDC, 20% tolerance. 


Metal Film Capacitors 


Micronta® Precision Panel 


Low Aluminum deposited 


Ee | a US | oe | ° Epoxy As polyester film for low Meters for DC Circuits 
: r : Dipped leakage and high tem- 
4 | 272-111 | 1.29 | P a 69¢ perature Stability For PC oe 
: 72-112 1.59 wvpc and point-to-point wiring. 10 20 CAT. PRICE 
. . . . : } an sae ui tsthin ? 
Printed Circuit Capacitors | [Ff [Cat.No. | Each [ uF [Cat.No | Each | ‘ett 
Si (Beis | 2 eee oo 1195 = 
A 047 | 272-1 79 4 -1 4 
* Epoxy Coated Low As ‘1 |272-1053| 89 | 1.0 |272-1055| 1.19 
* 50 WVDC 69¢ 
Miniature size, rugged con- Pkg. Xenon Strobe Tubes yg Men 


struction. High stability and go ¢ 0-1 Milliamp 


dielectric strength. Long radial B 4 3°° * 0-50 Microamps 
leads. MS Ss 
: Know ‘“‘what’s going on”’ in critical DC circuits! Jew- 
° a , eled D’Arsonval movements. Accuracy, +5% full 
[| Cat. No. Pkg. of | Price | A! Replacement Tube. Trigger: 4kV scale. 7 x 6 x 3cm. Require 48mm round nourhing holes. nt- 
272-1065 2 69 Anode: 200V minimum. 100,000-flash ing holes. 
ore pee 2 79 fe 272-1146) ogc esas kas 3.99 
“1 79 8) “Monster” Strobe. Super bright. 
Oto 4MAIDS: 2TO1782) os oscar scere cinta 
aga ; 2” Trigger: 6kV. Anode: 500V. 5 milllion- \ 9 to 15 VDC. 270- a nee eae 


flash life. 272-1147 ........... 4.99 
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WIDE SELECTION OF RESISTORS AND CONTROLS 


¥2-Watt, 10% Resistors ol Archer® Deluxe 


Competition Joystick’ 
10 271-001 pe 
15 271-003 271- 
zr sri 95 
71-007 - . 
371-009 271-038 FoR’84 19 


271-010 271-021 271-042 


271-011 271-023 271-045 True Arcade Quality at 
271-012 271-024 271-047 * . 
371-013 371.025 371-049 An Incredible Low Price! 
271-015 271-026 271-053 


271-027 271-059 


Suction Cups on Base for 
Stable One-Hand Operation 


g a FTE EERE One of the finest joysticks available! Features a 


“jet fighter” contoured handle and two firing 
|_ Ohms | Cat.No._] 


buttons—one on handle and another on the 
100k 271-1347 base. Grips on base for ‘‘two-hand”’ operation, 
220k 271-1350 also. Includes 1.2m cable with universal 9- 
470k 271-1354 position connector. Great replacement or up- 
1 meg 271-1356 


grader—fits Atari VCS, Atari 400, 800 and 
10 meg 271-1365 2600, Sears Video Arcade, Commodore 64 
= ae and VIC 20, and more. 15.6 x 8.9 x 11cm. 
| H ‘ Atari" is a registered trademark of Atari, Inc. VIC-20 is a registered trademark of Commod 
Potentiometers for Replacement and Projects irambnonel Soak Video Arcade is a vadarpete of Sears Poebuck and Co. bike 
D-Sub Connectors Extension Cable 


270-1701 
Fl FOR'84 


271-1301 
271-1311 
271-1312 


Ohms 
1k 271-1321 
2.2k 271-1325 
4.7k 271-1330 
10k 271-1335 
22k 271-1339 
33k 271-1341 
47k 271-1342 


271-1313 


271-1314 
271-1315 
271-1317 


A) Potentionmeters. Ali have a 43mm- 
long, 6mm-diameter shaft and include 
hardware for mounting in a 8mm hole. 


Audio Taper 
Ohms | _ Cat. No. Each ad 
5k 271-1720 1.29 _ en 
10k 271-1721 1.29 
100k 271-1722 1.29 (E] 14° 
500k 271-1723 1.29 Low 379 

Linear Taper As fi ¢ 1.5 Metre Long 
onms_. aw. faiBeeh 9-Position. Fit joystick ports of many * Ready to Plug In 

. 1. : video games and computers. Ideal for 

10k 271-1715 1.29 SPST Pot Switch. On/off switch phe joystick extenaien cords. Nine-conductor ribbon cable with male 9- 
50k 271-1716 1.29 mounts on rear of audio taper and Plug. 276-1537 position D-sub connector on one end, fe- 
100k 271-092 1.29 linear taper potentiometers. Rated 9- male connector on other. Can be used 
500k 271-210 1.29 1.5 at 250VAC. With installation in- Socket. 276-1538 . with 270-1701 (above) and many other 
1 meg 271-211 1.29 structions. 271-1740 .........89¢ Hood. 276-1539 X popular joysticks. 276-1977 .... 14.95 


PC Board-Mount Potentiometers Mini 
Thumb or screwdriver adjustable. Rated PC Pots 
1/4 watt. 260° rotation. 
[ Ohms Cat. No. Each s9c 
500 271-226 99 Each ee cates 
1k 271-227 99 lere $2.99 in ‘atalog 
; 5k 271-217 99 Ya-Watt ; Each __IC Pin Spacing 
10k 271-218 99 Ohms _| Cat. No. /2-Watt. 10% Tolerance. 100- | Five separate ‘/s-watt resistors in 
50k 271-219 ‘99 piece set. 21 popular values from | one package. 
1k 271-333 100 ohms to one meg. 
100k 271-220 99 
7 10k 271-335 271906 oc keg Set. 4.49 
Each 500k 271-221 .99 25k 271-336 . 271-095 
1 meg 271-229 99 100k 271-338 1/a-Watt. 5% Tolerance. 100-piece . 
k 371.339 set with 13 popular values, 10 ohms 271-096 
500 : to 1 meg. 271-308 ..... Set. 4.49 271-097 


= Pot 20,000 Ohms, + 10%. 
15 Turn ° Rated 3/4 watt, 300V 


ey) max. Screwdriver ad- 
FoR 84 t just. For mounting on 
209 PC boards. 6.5x 


41-Step Stereo 
Control 


Joystick Pot Ohm’s Law 


Calculator 


4.5x19.1mm. 
CL ist! See 2.09 


Wirewound Power Resistors 1. - 
Se = 


599 


Low Axial Bui ‘ ; 
uild nance 
As 79¢ Each Leads pd Your On aneoaee  S 
Watts | Ohms | Tolerance Cat. No. Price Joystick s9c & 
10.0 | 10% 271-080 21890 Control Pocket-Sized 
0.47 10% 271-130 Ea. 79c Ideal for new or replacement use. Dual | Dual 100,000-ohm linear taper potentio- | Easy to use—provides quick an- 
1.0 10% 271-131 2/1.49 click-stop pots with single 12.7mm-ong. | meters controled by a single 25mm-long | swers to Ohm's law problems. Flip- 
10.0 10% 271-132 2/1.49 6mm-diameter shaft. 40% loudness con-| — shaft. Body: 36.5mm, square. Withmoun- | side has scales for parallel 
50.0 10% 271-133 2/1.49 tour tap. Foir 9.5mm-diameter mounting ting screws. resistance calculations. 
100.0 10% 271-135 2/1.49 NOG: SI14Fae vive ccs asssesewne B,00;||  SIV4708 5 ic cadse ears t veal VAS Nes ca 4G rn er eee 89c 
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WE HAVE THE TRANSFORMERS AND CLIPS YOU NEED 


High-Quality Power Transformers 


Ideal for Power Supplies and Projects 


Eleven popular values for new equipment or re- 
placement use. Miniature types may be PC board 
mounted. Standard and heavy-duty types have 
steel frames for chassis mounting. All primaries 


are for 240V, 50 Hz. 


Current 


Cat. No. 


Miniature 
Miniature 
Miniature 
Miniature 


Standard 


450 mA 
450 mA 
450 mA 
300 mA 


273-7011 
273-7012 
273-7013 
273-9007 


25.2 CT 


gam Ferrite Beads 


weve) 1 39 Pkg. 
FoR'84) of 10 
For EMI/RFI 


cal Reduction 


Install over insulated wires or on the leads 
of transistors, resistors, capacitors to re- 
duce reception or transmission of radio 
frequency interference. Diameter of hole: 
0.7mm. BF40 material. Initial AC permea- 
bility: 750. 273-098 .... Pkg. of 10/1.39 


Miniature Audio Output 
Transformer 


1°° 


1000-ohm centre-tapped primary. 8-ohm secon- 
dary. For single-ended or push-pull output cir- 
Ccuitry. 19 x 16 x 19mm. Color-coded areas. 

AU IOOO evans cen sdeecntedeneetucse 1.69 


Quiet 240V 
Cooling Fan 


NEW LOW PRICE 


16°* 


Was $24.95 in 
1983 Catalogue 


Ideal for 
Computers, 
Power 
Supplies 
Ham & Hi-Fi 
Equipment 


Cools components to extend life and boost perfor- 
mance! Delivers up to 65 CFM. Features diecast 
venturi, high efficiency blades, leads for easy 


hookup. For 240VAC. 5 watts. 11.9 x 11.9 x ° 


DACM. STO-OAAT oie cece cay ae hes 16.95 
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273-9004 9.99 
273-9011 24.95 
Speaker Choke 


New) 499 


1.2 Millihenry. For speaker crossover networks — 
attenuates above 1 kHz. Handles up to 80 watts 
continuous. Compact — can be installed in smail 
enclosures. Distortion less than 0.08%. Approx- 
imately 25.4x41x425.4mm, 50mm leads. 

RESOOD 6 iisis cinuive view are paisa anise s-< 6, 4.99 


DC Motor Bargains 


249 


Pkg. of 4 


ww 


Only 


For models, robots, hobby 
projects and more. Per- 
manently lubricated bear- 
ing. Shaft has plastic gear. 
1.5 to 6VDC. Overall length 
35mm. 273-222 Pkg. of 4/2.49 


Mini Audio Amplifier 
With Built-In Speaker 


ce) 


© High-Gain IC Design 
¢ 200-Milliwatt Output 


Compact, multi-purpose amplifier with volume 
control, on/off switch. Two 1/8” phone jacks — 
one for input, one for external speaker/earphone 
(not incl.). 100-10,000 Hz response. 1 mV input 
sensitivit. 6.3 x 9.8 x 4.4cm. Requires 9V battery. 
QTTAQOR ce ec tcceecess bees 5 21.95 


Big Selection of Test Clips, Probes and Plugs 


—-s 


(A) 5” Solderiess Test Prods. 12.7mm-long tip 
tits standard phone tip jacks. One red, one black. 
BIMTAD 56 ewiecainbynicats Pkg. of 2/1.89 


\8! Solderiess Banana Plugs. Insulated, fits stan- 
dard banana jacks. Knurled collar. 50mm long. 
One red, one black. 

AMR. pack ace hersinsiald xiyssie ni Pkg. of 2/1.59 


(C| Flexible Banana Plugs. As above, with flexi- 
ble insulation, strain relief. Solder type. One red, 
one biack 

STATED nec c recess ncvens Pkg. of 2/1.59 


D. Solderiess Phone Tips. Fits standard phone 
tip jacks. Knurled collar 54mm long. One red, one 
black. 

TATRO: vince su ain aims n'uin ie Pkg. of 2/1.59 


E]Banana Jacks. Insulated. Require 6mm 
mounting holes. With fiber washers, solder lugs. 
One red, one black. 

SIPIAG oo: vase sickens Pkg. of 2/1.29 
F] NEW! Printed Circuit Board Test Jacks. Pin 
fits PC board holes. Jack accepts standard test 
probe tips 

RTMTAB isan osc nic aeve seine Pkg. of 8/2.19 


N) Mini Clips. 32mm jaws oper: to 5mm. Solder 
type with crimp fins. Includes 3 black, 3 red, 2 
green, 2 yellow. 

ru Ut CRASS a Serre Set of 10/2.19 
OQ} 35mm Mini Clips. Open to 6mm. Screw ter- 
minals. 6 black, 6 red 

DTT DAD cineca eae aecens oe Set of 12/2.59 


[P] Heavy-Duty Clips. Rated 10 amps. 67mm 


long, open to 12.7mm. Includes 2 black and 2 
red. Screw terminals. 
STEAD ow cet ok stein ou ia stew Set of 4/2.79 


(Q] *Battery’’ Clips. ideal for chargers and other 


hookups to automotive battery posts. 57mm long, 


Se ! 
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Insulated Alligator Clips 


H! 


G] Insulated Binding Posts. Versatile — they ac- 
cept spade lugs,phone tips, banana plugs or 
wire. With hardware, solder lugs. Two red, two 
black. 

ATMO 55 ee aides Rees Pkg. of 4/2.99 


[H) Nylon Binding Posts. Insulated. For 5mm 


mounting holes. Accept up to 14-gauge wire. With 
solder lugs. One red, one black. 
BRAD ois f cemewieneinen ves Pkg. of 2/2.49 


(J) Pushbutton Binding Posts. For 8mm moun- 


ting holes. Accept up to 14-gauge wire. With 
solder lugs. One red, one black 
fo Ee ee ar ee Pkg. of 2/2.29 


[K]Micro Test Clips. Spring-action. Ideal for 


testing on high-density PC boards. 38mm long. 
Solder type. One red, one black 

270-370 0.0... ces sseeeeee Pkg. of 2/2.19 
L Mini Test Clips. As above, but 54mm long. 
One red, one black 

RIWUIE co koeereddiush ston Pkg. of 2/2.39 


Aye 


[R] 57mm Clips. Open 8mm. Solderless. 3 red, 3 
black, 2 green, 2 yellow 
QT OBIE ae e's siu.vuincicie als sree Set of 10/2.19 
[S] 57mm Clips. Open to 11mm. Screw terms. 5 
red, 5 black. 
MUOORT, sewn albino wihie saeco SEt of 10/2.59 


[T) Mini Alligator Clips. 35mm long. 5 red, 5 
black. 


open to 22mm. One red, one black. Solder or QIOSTS E35 cece sada e ane wes Set of 10/1.99 
crimp. 
BIOOAS wis  wevehenmres Set of 2/1.89 
vd W 50mm Slim Clips. All stee! with screw terminals. 
Non Insulated Pain). (ice papier ere rea a ti Puce Pkg. of 10/2.39 
All igator Cli ps [X] Claw Clips. Rated 5 amps. 41mmiong, opento 8mm. 
ye Screw terminals. 
=< 270-345 Bias alee ataikih Son Galas a OAs ous Pkg. of 8/2.29 
& Y} Mini Clips. Rated 1 amp, 32mm long, open to 5mm. 
PROM Ga 5 Wb etalk e emits fw kie aatere a Pkg. of 12/1.99 
[Z| All-Purpose Micro Clips. Copper-plated, non- 


serrated ends. 29mm long, open to 6mm. 
BIOSIS i ss ohare iehieies Pkg. of 10/1.59 


MORE BRIGHT IDEAS FOR BUILDERS AND FIXERS 


Long-Life Incandescent Globes 


= 
. 


= > 


Panel Lamp Holders and Assemblies 


Volts | mA Cat. No. |Pkg. of 
1.5 25 | — Leads 272-1139 | 1 99 
2.25] 250 | 222" | Threaded 272-1124| 2 89 
2.33| 270 | PR-4 | Flange 272-1122] 2 89 
2.38] 500 | PR-2 | Flange 272-1120} 2 89 
2.47| 300 | 14 Threaded 272-1132| 2 | 99 Low As The Perfect 
3.57| 500 | PR-3 | Flange 272-1121] 2 89 19 “Finishing Touch” 
4.75 | 500 PR-13 | Flange 272-1151 2 99 2 For Your Projects 
4.8 500 | PR-15 | Flange 272-1125 2 1.09 
5.95| 500 | PR-12 | Flange 272-1123 | 2 89 
6.0 | 25 | — Leads 272-1140 | 1 99 Lamp Holders 
<a altasdi eges cola ed hi ro Require globes- select from chart at left. 
re on ie sopra aati? & Pe (5)‘‘Mini’? Panel Lamp Holders. One 
: f lamp holder with one red and one green ; 
6.3 | 150 |40 | Threaded | 272-1128| 2 99 lens. Miniature-base lamps required. Neon Lamp Assemblies 
6.3 | 250 | 46 Threaded = | 272-1190) 2 a Length, 30mm, 16mm mounting hole. Prewired droping resistor for 120VAC use. 
75 | 220 | 50 |Threaded | 272-1133] 2 | 1.09 For Bayonet-Base Lamps. 272-325 2.39 NEW! ‘‘Jumbo’’ Neon Lamp Assembly. 
ae For T-1% Submini Bulbs. A pilot light that can’t be overlooked. Re- 
= | es 75 EndCap =| 272-1136 | 2 | 1.59 1.5x27mm. 272-326 ....Pkg.0f2/2.59 quire 16mm diameter mounting hole. 
12.0 75 | T-19/4 | Threaded 272-1143 | 2 1.09 . [G] Red. 272-710.......0..eeeuee 2.59 
12.0 260| = Leads | 272-1141] 1 .99 12-Volt Lamp Assemblies Green. 272-711...........000e 2.59 
12.0 | 250 | T-3 End Cap 272-1137| 2 1.59 Include prewired globes. Neon Panel Lamp pers crag One 
14.0 | 230 | 1891 | Bayonet 272-1112] 2 89 (Cl High-Brightness Lamp Assemblies. green, one amber, 2" diameter 
14.0 | 200 | 1815 | Bayonet 272-1118 | 2 ‘89 | | One red, one green. Solder terminals. Re- jounting holes. With 7.6cm leads. 
14.0 | 200 | 1487 | Threaded | 272-1134| 2 99 quires 9/32” mounting hole (metal panel Pkg. of 2/2.89 
140 | 200 | 52 Threaded 272-1127| 2 1.19 suggested) 272-331 Pkg. of 2/2.19 [K/Neon Panel Lamp Assemblies. One 
‘ (0) ‘‘Micro”” Lamp Assemblies. One red, ‘ed, one yellow in classy chrome holders. 
28.0 | 40 | 1819 | Bayonet {| 272-1119| 2 hes one green. With leads. 12V at 60 mA. Re. 9.5.x 38mm. Require 8mm mounting 
* = Pre-Focus Penlight Type. quire 7/32” mounting holes, metal panel holes. 272-703 Pkg. of 2/2.89 
recommended. 272-334. ..Pkg.of2/2.19 {LJNeon Panel Lamp Assemblies. One 
Neon Lamps E]Snap-In Lamp Assemblies. One red, ‘ed, one green. With leads. Fit 8mm moun- 
Ren, come fom 70 vols and ue. U one green. Mounting tabs for 6mm _ tinghole. 272-708 Pkg. of 2/2.89 
coro eae wae bon chan diameter hole. 10cm leads. Neon Panel Lamp Assemblies. Set of 
for 120VAC use. 272-332 Pkg. of 2/2.39 two: one red, one yellow. For 11mm moun- 
Series Resistor Cat. No. | Pkg. of 2 [FlAs above, but With One Amber, One _ ting holes. 
220k 272-1101 79 Blue Lens. 272-335 Pkg. of 2/2.39 ™ SquareLens. 272-704. .Pkg. of 2/2.39 
22k 272-1102 89 


“High brightness 


Electret Microphone 


Series Wiring. Have output 


Neon Lamps With Dropping Resistor. NE-2 bulb, ready to use in H i 
120-volt citcuits. */as watt. 272-1100 ............ Pkg. of 2/1.29 Elements Plastic sespeap itt aa 
NEW! Green Neon Lamps With Resistor. For 120VAC applications. a Battery 
A bee change of pace from conventional ‘‘orange’’ neons. aii a, H Id r 
a ee Ee ere Pkg. of 2/1.69 eo olders Holds | Cat Ne. | Eaeh 
Low-Voltage Colored Mini Lamps pos ee er ee 
* Low As i: : 
4°AA 270-391 y 
These incandescent bulbs are 9 Ce) 1°9,; sages 8"AA”| 270-3874] 149 
perfect for use in doll houses, Se 59C¢ 2c” | 270-385 | 1.29 
model railroads, hobby projects Pkg, of 3 he 0} PC Board-Mount. Omnidirectional. Oper- 767 1970-390 14 
and more. One red, one yellow oe) ae, ates from 2-10VDC with very low current drain, 1 es ane 1.49 
and one green. 60 mA current. wee ti milliamp max. 20 to 15 kHz + 4 dB. 6.6 mm high. 2 ae pages 1.49 
With ‘om lends: NEW S00) 8 1.69 | - Bf sry sorgenas tone 
Voltage | Cat. No. |Pkg. of 3 P] Omnidirectional Electret. Perfect for pro- ‘ 1 “AA”| 270-401 ‘59 
2 jects and upgrading old mikes. Remarkably ' —— “69 
272-1098 clean 30 to 15,000 Hz response. 4-10VDC. eri ag a A ae 
12 272-1099 | 1.29 a 11x9.5mm dia. With leads. 270-092 ..... 439 | . 11 "dD" | 270-403 | __-/9 | 
Replacement Antenna -” 9-Volt Battery Snaps | 9V Battery Holders . 


Replace broken or damaged 
whips. Plastic safety tip. 


270-1401] 4.49 a 
270-1402| 4.99 ia 
270-1403| 5.49 | 


77cm 


86cm 
100cm 


Pkg. of 5 1 49 

For projects, replacement or 
use with holders, above. 
270-325 


Tandy — Australia’s Electronics Parts Place 


69¢ 


Tame “wild” rectangular batter- 
ies! Mounts with screw or glue. 
270-326 2/69¢ 


105 


BIG VALUES IN SOLAR POWER, ELECTRICAL TESTERS 


Our Portable Solar High-Voltage Low-Voltage 
Panel Puts The Quick Tester Quick Tester 
Sun to Work | 90 to 500 Volts, sha 
Tandy AC or D ©) olts, 
Exclusive! pe a OC 
© Contains 32 First-Quality 
Cells 
some’ | pow name" 
© 121.9cm cin 
remeron | 29 wee, | 8 ore. 
For quick checks on house wir- Ideal for checking automotive 


ing, electrical and electronic de- 
vices. Neon bulb indicates live 
circuit. Handy pocket clip. 


272-201 


Solar Energy Project Kit 


17° 


Ideal for Models 


A silicon solar cell 
pre-wired to a pre- 
cision DC motor. 
Perfect for building 
model windmills, 
boats, science fair 
projects. With color 
wheels, mini pro- 


wiring and battery-operated de- 
vices. LED glows on live circuit, 
indicates DC polarity. 

BID AOR, Sai glia wisi be 938 1.79 


Handy Continuity 
Tester 


6° 


Doubles as a Light 
Duty Screwdriver 


Helps spot broken wir- 
ing, burned out incan- 
descent bulbs and 
more. Cord has small 
*gator clip. Has re- 
placeable #222 bulb. 
Requires ‘‘AAA’’ bat- 


Ready to use! Converts bright sunlight into approximately Ye-watt of ‘free’ elec- ~ = 
trical power. Ideal for charging batteries or powering small devices directly. 80 CAT. PRICE 
milliamps at 6V, 40 mA at 12V, typical. With special lens and detachable 
12.7x10cm reflector panels. 14.6x10.5x1.6cm. Not for permanent outdoor in- 


Stallation. 277-1250 


Silicon Solar Cell 
¢ High Output 6°° 


¢ Manufacturer’s 
This 2.5 x 5cm cell produces approx- 


Prime 


imately 0.2 amp at 0.42VDC in full peller, project tery (not incl.). Not for 
sun. Use several to charge batteries booklet. use in live circuits. 
277-1201 ... 17.95 22-4035 ....... 6.95 


or power projects. 276-124 ...6.59 “if | 


Big Selection of Low-Cost, High-Quality Relays for Your Projects 


Micro-Mini SPDT, 5VDC Coil SPDT DIP Relay, 5VDC Coil | Mini SPDTs With 
NEW LOW 3-Amp Contacts 
PRICE 3° 
2°9 1upe catdoous 3°9 Each 


9.5x 14x 9.5mm 


For limited-space projects. Con- 


Just 8.7 x 9.5 x 6mm, ideal for crowded 
PC boards. Contacts rated 1 amp at 


Fits 14-pin DIP socket or mounts on PC 
boards with 2.5mm hole centres. Con- 


tacts: 3 amps at 125VAC. 5VDC coil, 
70 ohms. 72 MA. 275-246 ....3.99 


25VAC. , 90 milli il. : : : 
ACTUAL SIZE , 00” pin on 276-240 ere pri Pape ay sme peli ap ie Be. 3.99 a 
Submini DPDT | Mini SPDT 99 Miniature DPDT 
DIP Relays Relays Each With 12VDC Coil cocker 
® Fit 16-Pin DIP Sockets 
¢ Mount on PC Boards 6-9VDC, 500-Ohm Coil. Typical 1903 comes 6° fo spay 


drain 12 mA — ideal for battery- 
powered circuits. Contacts: 1 amp at 
125VAC. 25 x 27 x 19mm. 

CL ho, pA Or ne ree 3.99 


12VDC Coil. 275-003 ....... 3.99 


DPDT Plug-in Relays 


Contacts Rated 10A at 125VAC 


5VDC Coil. Contacts: 1 amp at 
125VAC. Coil: 100 mA, 50 ohms. 11 
x 19.8x 9.5mm. 275-215 ..... 6.59 


12VDC Coil. 275-213 ....... 6.59 


6°° 


Contacts: 3 amps at 125VAC. Coil: 75 
mA, 160 ohms. Transparent case, 31.8 x 
25 x 19mm. Chassis or PC-mount socket 
hasclipsforrelay. 275-206....... 6.59 


Relay Sockets 
2 a 


Long-Life Contacts 


Rated 3A at 125VAC ees eM nas 
For plug-in use or soldering 8 
12VDC Coll. Switches upto fourcircuits| | “1 * a 
x es up to four circuits: Socket for 275-217, 275-218 

For PC or socket mounting. 75 mA, pole as ess ee Rated 10 amps. 
TGO-ONM CON S5xX28.6x% 201mm. | en : 215220 i, 2.19 a 
panel 6.99 | 120VAC, 5000-Ohm Coil. 

Ao : 97647 Socket for 275-214, 275-212. For Chassis or PC 
With 120VAC Coil. 240VAC, 5000-Ohm Coil. Rated 3 amps. Board Mountin 
MIS F2 699 5766517 9.99 : | 276071... 4... 2.19 ig 


Tandy is Australia’s Components Place — Now Nearly 350 Locations in Australia 


QUALITY SWITCHES FOR PROJECTS OR REPAIRS 


(Al Heavy Duty DPDT Centre Off. 5A at 250 
VAC. Screw terminals. With on/off/on label 
plate. Body: 19x33.6x33.6mm. Requires 11mm 
mounting hole, 275-1533 ...........+. 2.79 


(8) Standard Toggles. 1.5A at 250VAC. With 
on/off label plates. Body: 38x14x25mm. Re- 
uire 11mm mounting holes. 
PST. 275-602 22. ccc cece cence eens 1.59 
DPDT. 275-666 .......... esse eeeee 2.09 
Set. One DPDT, 2SPST. 275-322 ...... 3.99 


(C] Submini Toggles. 1A at 250 VAC. Body: 
8x6x 8mm. 6mm mounting holes. 

SPST. 275-618 sce ce ccc ctnevesees 2.49 
SPDT.275-613 ......cccccneerenene 2.59 
DPDT. 275-614... ce rcnccccncvene 2.99 
DPDT. Centre-Off. 275-620 .......... 3.29 


(0] SPDT Mini-Toggle. 2.5A at 250VAC. Solder 
lugs. Body: 16x8mm. Requires 11mm mount- 
ing holes. 275-603 ..........-0eeeeee 2.39 


Illuminated Switches 


{E] 19mm Brushed Aluminium Baton. 1.5A at 
250VAC. Flush mount. 24x16x14mm. 

SPST. 275-CS0 ois vcise se cicwsevbans 2.49 
DPDT. As above, but rated 5 amps at 250VAC. 
BIDET) «641015. r or Odin lieu eae 2.69 


(Ee) Heavy-Duty With 25x8mm Lever. 6A at 250 
VAC. 24x16x16mm. Require 11mm mounting 
holes. 

SPST 275-651 ss iisiccciies aiaciewe 3.39 
SPDT.275-654 oo.c.0:6 Stews sare cates 3.49 
DPDT 275-652) 5 occcGs en deine eea.e'e 3.89 
DPDT Centre-Off. 275-653 ........... 3.99 


(S| 20-Amp Lever Switches. 20A at 12VDC. 
Accept quick-disconnect spades. Body 
74.6x25x12.7mm. 11mm mounting hole. 
SPST. 275-708) whois edeles oes asians & 2.79 
OPDT. Centre-Off.275-710 .......... 3.59 
DPDT. Momentary, with spring return to centre 
ONE ZTS TOD ose &:eperee enncee arene lete aru vy 4.49 


[H] Standard Automotive SPST. 5A at 12VDC. 
11mm mounting hole. 
ZTBSTOW: 5 cerns wwxis.e smegaetetacee a meas sie 1.79 


(JiMini Toggles. 3A at 250VAC. Body: 
33.6x12.7x6mm. 6mm mtg. hole. 

SPOT. 275-602 c0jcbe ss Hodes cies s 3.89 
DEOL. 275-809 «ober cscs dite s aoc cis 4.29 
DPDT. Centre-Off 275-664 ........... 4.59 
SPAT. 275-661 2h sc Motios caine oe 4.99 


{K] Submini Toggles. 5A at 250VAC. Each 
includes four coloured handle covers. 
12.7x11x12.7mm. 6mm mounting holes. 
SPST.275-324 ccc nccccvncccnnecs 2.89 
SPDT. 275-326 .. 

SPDT Centre-Off. 275-325 

DPDT. 275-1546 

DPDT. Centre-Off. 275-1545 


(Li Rocker Switches. 3A at 250VAC. 
30x19x33.6mm. 19mm mounting holes. 

SPST. 275-690 .......22 cece ee eenee 2.89 
DPDT. 275-691 ......ccesecenewcces 3.89 


(Ml SPDT Momentary. 3A at 250VAC. Spring 
return to one position. Body: 49x12.7x8mm. 
6mm mounting hole. 

DIB-BAG So oc oc cee vce s cee ns wulelee anle 2.59 


(N] Micromini Toggles. 1.5A at 250VAC. Body 
6x8x4.7mm. 
SPST. 275-624 2.0... ccc cece een neeee 2.49 
SPDT. 275-625 ........ cece ee enenee 2.59 
DPDT. 275-626 .......- eee eeeeeee 2.89 


(Ol Flatted Lever Switches. 3A at 250 VAC. 
Body: 8x11x6mm. 6mm mounting holes. 

SPDT.275-635 2... ccc cen ec rcnceny 3.39 
DPDT. 275-636 ........0 eee eee veee 3.69 
DPDT. Momentary. Spring return to centre-off. 
DTS GSTs sind t aisiam alafelpigis wees phorej« oat 3.89 


Momentary and Push-On/Push-Off Switches 


aeee Pac 


ir Ue Ww Wi X Y] 


[T|Mini SPDT Momentary. 1.5 amps at 250VAC. 
36.5x11x11mm. 6mm mounting hole. Solder lugs. 
ESM aN oi5:0's & vie's;0 0 sate) iaiv an afemie vimpie 2.99 


(U|Mini SPST Momentary Contact. 0.25A at 250VAC. 
12.7mm button. Require 6mm mounting holes. Normally 
Open. 275-1547 Pkg. of 5/2.99 
Normally Closed. 275-1548 Pkg. of 5/3.29 


(ViStandard SPST Push-On/Push-Off. 3A at StS 
12.7mm mounting hole. 275-011 1.99 
Momentary. Normally open. One black and one red. 
275-609 Set of 2/2.49 


For Every 


eg 
Application 1 99 


W) Square SPST Push-On/Push-Off. 3A at 250VAC. 
38x12.7x12.7mm. Requires 12.7mm mounting hole. 
Solderlug terminals. 275-617. .......00eeeeeeee 2.09 


Square SPST Momentary. Normally open. Black. 
SIMON G Sara's tae Grpekin eo pipiaia aimee ye wrereMemeenrare es 1.99 


X] Rectangular “‘Soft-Feel’’ Push-On/Push-Off. 1.5A at 
250VAC. 25x19x14mm. 9.5mm mounting hole 
SPST. 275-1565 


[P]42-Volt SPST Toggle. Handle lights when on. Rated 3A, for 12VDC 
only 33.6x31.7x16mm,. 11mm mounting hole. 
BU LOD ic o3s i nik's s 6 HY CRIES SENG WP RIN € 00's 5 00a Sletefamlante 2.99 


{Q\240VAC SPDT Push-On/Push-Off. Contacts rated 1.5 amps at 
250VAC. Built-in lamp requires 12 volts. AC or DC Mounts in 12.7mm 
diameter hole, 44x14x141nM, 275-676 .. 2... eee eee eee ee eee 7.99 


{R|240VAC SPST Push-On/Push-Off. Button lights when on. 5A. For 
240VAC use only. 11mm mounting hole. 
MIRAE silca nk whee Cea ba hiv ee eaikp Ma arie Oe mane pe 5.49 


(SlspsT Toggle With LED Indicator. 5A. 12VDC use only, 
19x19x12.7mm. 11mm mounting hole. 275-680............5+ .59 


Y] Miniature SPDT Push-On/Push-Off. 1.5A at 250VAC. 
19x9.5x9.5mm. 8mm mounting hole. Solder lug terminals. 
Bias Ra cighsfergiols celts oi sia a aierareha, Cieree fom eas yea 2.39 


ZlSubmini SPST Momentary. 0.25A amps at 250VAC. 
Normally open. 38x6mm. One red, one black. 8mm mount- 
HUET TAU OT F alatal arg ela wie eve e/elelalsinie wince fein eed a 2.59 


SPST DIP Switches 


0.15 Amp at 250VAC 


For digital or low current applications. 
Mount in DIP sockets or on PC boards. 
Style may vary. 

8-Position. Fits 16-pin DIP socket. 
BIB NGOU 2.99 


4-Position. Fits 8-pin DIP socket. 
CIS tA08 Fo Oe Pro. 2.49 


Low Voltage. Submini position-de- 
tecting switch rated 100 milliamps at 
24VDC. Ideal for use in alarms and low- 
power circuits. 275-025 1.39 
[00] Heav y-Duty. Raied 2.5 amps at 
250VAC. ‘Styie may vary.275-027 ..... 1.99 


Schools, Shops, Industrial Users — See Page 76 for Information on Quantity Discounts 


Heavy-Duty. 1.5A at 250VAC. 25x35x16mm. 

Solder lug terminals. Packages of two. 

SPST. eet Pkg. of 2/1.89 
Pkg. of 2/1.99 


Slide Switch Kit. 0.25A at 250VAC. One each: 


SPDT, DPST, DPDT, three SPST. 
12.7x22x31.7mm. 275-327 .. Set of 6/2.99 


Submini Slide 
Switches 
With 


Mounting 
Screws 


Rated 0.15A at 250VAC. 16x6x6mm. 
SPST.275-406 ...........- Pkg. of 2/1.29 
DPDT.275-407............ Pkg. of 2/1.39 


Submini With 19mm Roller Lever. Operating 
force: 50 grams. 5A at 250VAC. 19x6x9mm. 
CIOONT vince iraes eee baeveee seeks 1.99 


Submini with 19mm Lever. Operating force: 
45 grams. 5A at 250VAC. 19x6x9mm. Solder 
1096. 276-016 oo yo oases 1.89 


Bracket, Label Plates 


a °B 


Auto Switch Bracket. For underdash mount- 
ing. Accepts two switches with 11mm diameter 
bushings. 275-705... 2... he ecto 1.09 


On/Off Switch Label Plates. For toggles with 
12mm diameter bushings and ke ws slot. 
275-320 as ee kg. of 6/99c 


2-Pole, 6-Position. Single deck, non-shorting 
. 6mm-diameter shaft. 
tig gs WO re Lee ras 2.19 


1-Pole, 12-Position. Shorting type. 6mm- 
diameter shaft. 35mm long. 
2161988 ae +2.19 


Ideal for Projects, 
Antenna Switching, 
Reversing Polarity 


Plated spring contacts 
rated 0.5 amp at 250VAC. 
Plastic handle, screw ter- 
minals. 41x60x19mm 

S78 1507 «6. 1.69 


ARCHER® SOLDERING TOOLS — WHAT A CONNECTION! 


Archer Electronic Tool Kit 


“Pro” wie dd: Gun 


Cat.No. Type Price 
: 64-237 |Regular 3.49 Pr 
; 64-9514/Cutting Tip 3.19 Ea 
NEW LOW j 64-9515|Smoothing Tip | 3.19Ea 
PRICE : 


29° Was $34.95 in 39°° 
1983 Catalogue 

This complete kit is made up of a full 25-watt soldering iron; a Trigger switch for 100 watts, quickly. Worklight aids in hard-to-see 

7.6cm round blade screwdriver; a 5.1cm Phillips screwdriver, 


areas. Copper tip spreads solder evenly. Lightweight, comfortable 
Wire Stripper; Solder Coil; Soldering Tool; and ‘‘De Sold”’ wick. hold. 
Only from Tandy Electronics. 64-9510 


18-Watt Soldering Iron 


25-Watt Soldering Iron 


—_ 


11°° 


Ideal for electronic or electrical work. Repair faulty connections or 


; 2 \ C 240 volt, 25-watt soldering iron screw-in tip. Ideal for the ere 
use in circuit construction. A necessity for both hobbyists and manor hobbyist. 64-9500 
home handymen. 64-9507 


ne eae reek ee 11.95 mates haan then he Be 
Replacement Tips: Conical Shape. 64-9508 ...... Pkg. 2/1.49 Replacement Tips: Conical Shape 64-9501....... Pkg. 2/3.29 
Chisel Shape. 64-9509 ....... Pkg. 2/1.49 Chisel Shape 64-9502........ Pkg. 2/3.29 
Miniature Butane Torch Rosin Core - & 
Se Electronic Solder ~™" (==. 


LOW AS 963. AT 


1°9 Ka 


12° 


For Heating, ¢ Standard, Light 

Soldering, ' | ; . 

Removing Paint Pe Be: or Special PC 

And Putty 

* Fully Self-Contained Package Size Size Use Cat. No. | Each 

° ° 
* Heats to 1370°C (2500°F) 14g Handy Pak 062 | Standard | 64-001 | 1.49 
42g Spool .062 Standard 64-002 | 2.29 

Small enough to fit in a pocket yet with a precise and controlled 113g Spool 062 Standard 64-004 | 4.29 
high temperature flame. Cylinder lasts up to 60 minutes. With refill. 71g Spool .032 Light Duty 64-005 | 3.99 
OA e G8 oe os ire veces ave eas ve ceck ss : 42g Spool .050 PC Work 64-006 | 3.29 
Replacement Cylinders. 64-2166 ...............005 2/3.99 250g Spool 062 | Standard | 64007 | 8.99 


108 There’s a Tandy Store or Dealer Near You — Wherever You Are 


ACCESSORIES TO MAKE SOLDERING JOBS EASIER 
Mini “C” Clamp Set 


“Helping Hands” | Vacuum-Base Hobby Vises 


ee 


599 ~ 


NEW LOW 


349 f 


PRICE ? Peasy sti in 
' ny Position, 
moe : 1 0° 5 Frees Hands Both in Mini 
Small size is Perfect and Larger Size 


Was $12.95in 


For Precision Projects 1983 Catalogu: 


Mini-Vise. Handy for holding parts during on-the-spot soldering, glueing, 
drilling. Positive vacuum attachment for instant mounting on any smooth, 
non-porous surface. What's more, they’re portable! Release vacuum 
base to change position, or load them in your tool box and take them with 
VOU, 64-2004 ee ee ee 3.99 


Hobby Vise. 50% larger than above. 64-2095 ................. 5.99 


Three sizes of openings — 19mm, 
25mm, 48mm. Leaves hands free 
while glueing, soldering, drilling. 
Sturdy die-cast metal. 

64-2096.......... Set of 3/3.49 


Six ball joints and two_nickel- 
plated alligator-type clamps adjust 
to any angle. Simplifies work! 
Solid ca base. 


wee eee ee ee 


Vacuum 
Desoldering 


¢ Only 95mm Long 
¢ Complete With 
2 Drills In Handle 


Use As Wrench, 
Pull Broken Keys, 
Install Tiny Springs 


Ideal for drilling printed circuit 
boards. Good for drilling light 
materials. Rugged moulded 
body is lightweight. 

64-2097 ...........-. 3.99 


Does more jobs, faster and easier, 
than other long nose pliers. Cut 
heavy wire, pull cotter pins — 
countless uses! Length 17.8cm. 

64-1864 ...... eee eee 4.99 


Vacu-Bulb 


sss Desoldering 
Braid 


NEW LOW PRICE 
Was $2.69 i 
ie) Cuulagua 2 49 


A Must for 
Printed Circuits 


Frees One Hand 
For Operating 
Iron or Gun 


NEW LOW PRICE 
Teflon Tip 
299 Takes Up 
Solder 


Was $3.99 in 83 Catalogue 


Desolders large joints quickly, 
cleanly. Sturdy aluminium 
housing has a non-stick tip and 
a side-mounted trigger button. 
Disassembles easily for clean- 
ing. 19.6cm long. 

64-2098 ............. 5.99 


Takes up solder safely, easily with 
vacuum action. No splattering, 
easy to clean, won’t mar connec- 
tions! 64-2086............ 3.99 


The easy way to repair or revise 
circuits. Use with soldering 
iron. 1.5m roll. 64-2090 ... 2.49 


Pre-Cut Tape Solder | Soldering Iron Holder 


And 


STILL AT 
99 ed 
i283} 179 | Cleaner 3 —— 
7° ce el 
Solder With 
i Maich mn ea 
—emme ae ncn 
Wrap tape around twisted Coil holds iron, 


wires, heat with match or sponge pad keeps 
other flame for a good con- iron tip clean. Includes heat sink, brush/scraper, pointed, 
nection. 64-010 . . 100/1.79| 64-2078 ....7.99 slotted probes. 64-2227 ............ 3.99 


Get it ‘‘On Credit’’ at Tandy — Bankcard and American Express Honoured at Most Stores 109 


DO THE JOB RIGHT WITH ARCHER® TOOLS AND HARDWARE 


Automatic 
Wire 
Stripper 


& ai 


Insulated 
Handle 


Pro-quality tool removes insulation 
from 8 to 22-gauge wire without 


nicks or breaks. 17.8cm long. 
64-1919 


Storage Boxes 
Strong 


See-Thru 
Plastic 


Size Cat. Each 
No 


21.6x12x3.8cm | 6-18 |64-552] 5.99 


Huge Variety! Types for 
All of Your Home, Shop 
And Automotive Needs 


2-56 x 1/4", 1/2" 3/4" 64-3010 
14 each: 4-40 x 1/4" 1/2", 3/4" 64-3011 
14 each: 6-32 x 1/4", 1/2", 3/4" 64-3012. 


64-3017. 
30 each: 4-40. 64-3018. 


#6 and #8. 64-3062. 


and 7 of .475"-32. 64-3020 


15.0 x 2.0. 6 each: 15.0 1.5. 64-3063 


5 each: 7/16" 1/2" 64-3025 
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Merete es Exch eenerth meet 10.95 
STILLAT) Electronics 


Generous 450g assort- 
ment of items valuable in 
building, experimenting 
and repair work. 

64-2890.......... 3.99 


Hardware in Handy “See-Through” Packs 


¢ 30 Types 
© Corrosion Protected 


1 Round-Head Machine Screws. 14 each: 


2 Steel Machine Hex Nuts. 40 each: 2-56. 


3 Flat Spring Steel Nuts. 10 of #4, 15 each of 
2 


4 Control Nuts. 8 each: 3/s”-32. 19/32”-32 


Metric Control Nuts. 7 each of 13.0 x 2.4 and 


5. Vinyl Grommets. 7 each: 1/4" 5/16" 3/a” 


STILL AT 
1983 
CAT. PRICE 


Easy to use. Simply set the dial to 
perfectly strip/cut #12 to #24 wire. 
Insulated grips for comfort and pro- 
tection. 64-1952 ........... 4.99 


Hardware 


399 


wire. 


STILL AT 
1983 
CAT. PRICE 


6 Wire Connectors. 16 assorted connectors 
for wire sizes #18 thru #12. 64-3026 


7. Polypropylene Cable Clamps. 6 each: 
t/a", 3/16", 1/4” cable diameter. 64-3028 


8 —14. Solder Lugs. 40 pieces: #6, #8, #10 
mounting holes. 64-3029 


12, Solderless Ring Tongue. 6 each: #6, #8 
(for 22-18 wire size). #6, #8 (for 16-14 wire 
size). 64-3030 


13, Solderless Spade Tongue. 6 each: #6, 
#8 (22-18). #6, #8 (16-14). 64-3031 


13,18. Solderless Spade. (26-24). 3 each: #4, 
#8. Insulated, 2 each: #4, #6. 64-3042. 


13 Solderless #10 Spade Tongue. 12 each: 
(for 22-18 wire sizes), (for 16-14 wire sizes). 
64-3034 


“Dial” Stripper 


Tap-In Squeeze 
Connectors 


STILL AT 
For Every jo *.| 
Handyman Z 


379 


Taps for 18 to 14-gauge 
64-3052 .. Pkg. of 10/3.49 


Only 1 79 Per Pack 


Stripper/Cutter 


Standard 
Crimping Tool 


NEW LOW PRICE 
39 


Was 3.99 in ’83 Cat. 


For #12 to 
#24 Wire 


A versatile tool. Long blade for 
smooth cutting action without nicks 
or breaks. Insulated grips. 

64-2129 


Rasta tata av olereieeets Veet 3.49 


Pkg. of 10 


14 Solderliess Insulated Ring Tongue. 4 
each: #6 (22-18). 2 each: #8 (22-18), #6 & #8 
(16-14). 64-3032 


15 Solderless Insulated Spade Tongues. 
Assorted as above. 64-3033 


Solderless Insulated #10 Spade Tongues. 
5 each: (22-18), (16-14). 64-3035 


16 Butt Connectors. 10 each: (22-18), 
(16-14). 64-3036 


17 Insulated Butt Connectors. 5 each: 
(22-18), (16-14). 64-3037 


18 Male Quick-Disconnects. 2 of 3/16" 4 of 
1/4" 2 each: insulated 3/16" 1/4" 64-3038 


19 Female Quick-Disconnects. Assorted as 
above. 64-3039. 


Solderless Lugs |Ceramic Magnets 


249 5 Popular Sizes 


Twenty each of ring, hook, 
tongue and large/small 
spade-tongue lugs. 

64-406 Pkg. of 100/2.49 


Repairs and do-it-yourself projects go easier with the right 
hardware. These items are packaged in clear plastic at the 
factory so you can see what you’re getting and be assured 
of highest quality with every purchase. Metal hardware is 
either nickel-plated, tin-dipped or electro-tin plated for 
long, corrosion-free service. Stock up now! 


449 


Crimps terminals, strips and cuts 10 
to 22-gauge wire. Comfortable 
cushion-grip handles. 21.6cm long. 
Lye UY Tone cnn a hac enc 4.49 


STILL AT 
1983 
PRICE 


28mm Round 
64-1885 


39¢ 


Each 


25mm Rectangular * 
64-1875 
25-99 


30¢ 


Each 


100-Up 


26¢ 


Each 


20 Single Female to Dual Male Quick- 
Disconnect. 3 right angle and 3 offset in-line. 
64-3061 


21 Bullet Connectors. Insulated. Three 
2-way receptacles. Six snap-lugs. 64-3047 


22 Solderless Flanged Spade. 6 each 
(22-18) #6 & #8. (16-14) #6 & #8. 64-4043 
23 Solderless Insulated Flanged Spade. 
4 each: #6 (22-18). 2 each: #8 (22-18), #6 & #8 
(16-14). 64-3044 

24 Female Flag Quick-Disconnect. 5 each: 
3/16" & 1/4" 64-3046 


25. Solderless Insulated Male/Female 
Quick-Disconnects. (for 22-18, 16-14 wire 
sizes). 1/4” tabs. 4 sets. 64-3049 

26 Insulated Large Ring Tongues. 2 each: 
t/a" 3/a", 1/2" stud. Sizes #16-10 wire range 
64-3040 


CHEMICALS, ADHESIVES FOR PROJECTS AND REPAIRS 


Dust/Particle 
Remover Spray 


3° 


Cleans dust and par- 
ticles from circuits, 
cameras, computer 
keyboards, delicate 
mechanisms. Leaves 
no residue. 170g 

64-2325 ....... 3.49 


INEW 
For'84 


Component 
Cooler 


319 


Spray on resistors and 
capacitors to chill and 
spot thermal defects. 
170g. 64-2321... 3.49 


10,000-Volt 
Dielectric Tape 


Low 99C¢ 


NEW LOW PRICES 


Vinyl tape protects electrical con- 
nections in hundreds of household, 
shop and auto uses. 


Roll Size Cat. No. | 1983 |New low 
Price} price 
13mm x 3.8m 64-2348 | 1.19] 99c 
19mm x 6m 64-2349 | 1.59] 1.49 
19mm x 20m 64-2350 | 2.69] 2.59 
Self-Sticking 


Cushion Feet 


179 


Pkg. 
of 12 


Great for projects, or replacements 
on radios, calculators, more. Just 
peel and stick. 64-2346 ....1.79 


Schools, Shops, Industrial Users—See Page 76 for Information on Quantity Discounts 


Colour TV 
Tuner 
Cleaner 


39 


Concentrated! Spray 
into tuner to clean and 
lube contacts. 170g 
64-2320 ...... 3.49 


Rosin Flux 
Remover 


2°99 


Removes soldering 
flux deposits from 
electrical and elec- 
tronic circuits. 170g. 
64-2324 99 


449 


Was 4.99 in 
'83 Catalogue 


3m Roll 
Can be used where ordinary heat- 
shrink tubing can’t. Shrinks 
lengthwise at least 30% when 
heated to 135°C. 19mm wide. 
Ler PSEA AIC te 4.49 


Electrical Tape in 
Handy 5-Pack 


Assorted 
Colours 


35° 
Pkg. of 5 


Vinyl. For colour-coding, many 
other home, shop, auto uses. 
19mm x 3.6m rolls. 

64-9530 .........0. cc enee 3.59 


Jumbo Size 
Cushion Feet 


349 


Pkg. of 8 


Self-sticking 19mm square 
cushions are ideal for larger items 
such as TVs, computers, speakers. 
64-2342 2.49 


heat Shrinkable Tape 


NEW LOW PRICE 


Double-Sided still aT) } Double-Sided 
Foam Tape carprice}| Foam Tape 
Strips 


Silicone Seal 


Cleaner 
Degreaser 


NEW LOW PRICE 


379 


Was 3.95 in 

"83 Catalogue 
Sprays away oil and 
grime from circuitry 
and components. 
227g. 64-2322 . .3.49 


_§ 


Bonds, seals, caulks. Applies 
evenly and it’s moisture resistant. 
With applicator tip. 

64-2314 


Instant 
Bonding Glue 


299 


All-purpose adhesive 
bonds non-porous 
materials in seconds. 
Nozzle tip. 

64-2308 


Twin-Tube Epoxy 


Dual tubes automatically mix quality 
epoxy cement for quick repairs. 28g. 
64-2313 4.99 


All-Purpose 
Tape 


449 


Seals Heating 
And A/C Ducts 


Watertight, airtight, unaffected by 
normal heat, cold or damp 
weather. 5cm x 9m 

A ZONT ok ois cicrsia siera,aratelene 4.49 


Clear Carton- Bait | 
Tape 


- 


50m Roll 


i 


For packages and envelopes. Great 
for shipping, moisture protection. 
Forms airtight seal. High tensile 
strength. 5cm wide. 64-2339. ..5.49 


49 


Pkg. of 8 


25mm Wide, 76mm |.ong 
Ideal for fastening accessories to 
car dash, pictures to walls and 
much more. No waste—just cut 
off amount needed. 19mm wide. 

64-2343... 0. . cee eee 2. 


Instantly fasten pictures to walls, 
radar detectors to dash, smoke 
detectors to ceilings. 

64-2344 ......... Pkg. of 8/3.49 


Hook-and-Loop Insulated Wire 
Fastener Strips Staples 
39 1° 
Pkg. of 4 ty 
ce) 


Long-lasting 76mm strips for atta- 
ching items to car dash, grill cloth 
to speakers, more. 

64-2345 ....... Pkg. of 4/3.49 


Say “goodbye” to hazardous loose 
wires! Ideal for tacking wires along 


baseboards, walls. 
64-2875 ......... Pkg. of 40/1.49 
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STOCK — SHOP WITH QUALITY ARCHER® TOOLS ~ 


Pliers and Cutters for Every Application 


6%” AY 6°° 2m y NEW Low PRICE _ 
« i 


rl 


Great for hobbyists and professionals alike. Archer tools are mene with the 
quality you expect, at a price you can afford. 


(A] Pro-Quality 13.3cm Long Nose Pliers. Made of top-grade steel. With os 
return and insulated grips. 64-1812 2.0... cc cee eect ee eee 

(B] Pro-Quality 11.4cm Diagonal Cutters. Long-lasting top-quality steel, baie | 
return, insulated grips. 64-1813............. ORC is chee ee 


[C]12.7cm Nippy Cutters. Flush-cutting design lets you cut leads close to ee | 
boards. Great for your bench! 64-1833 .... 2... .. ee eee eee eee eee 3.4 | 


Gis & la} 47s {B) / 3°9 Ic} 


Pe 


{a] 11.4cm Diagonal Cutters. Slips in to cut wire in — hard to sje places. 
Withiinsulated grips G4-1644 ee eee ner es 4.79 


| {8} 12.7¢m Long-Nose Pliers. Drop forged for along: durables. insulated oe 
TORGMCIICE WOK OO 1BBS. cee eee CG eh uaee elves ewee ee 


| [C] 16.5cm Needle Nose Pliers. Made of long-lasting hardened ‘soe, Eee 


|: table, insulated grips.64-1844: . 0 ee ec c reese ee es ot 3.99 
) [dD] 15.2cm Diagonal Cutters. Durable blades for the tough jobs. Made of hard- 
ened steel, with insulated grips. 64-1845 2.0... eee eee eee 3.99 


Magnetic 3-Piece Mini 
Screwdriver Screwdriver Set 
NEW LOW PRICE 


mpdisee, 529 


pommel oe | 
1 99 Includes 
Storage Pouch 


Swivel heads. For fixing eye 
parts in place for ease glasses, meters and other deli- 
& convenience. Cate instruments. — 

64-1954...... 5.29 | 64-1982....... ie 1.99 


4-in-1 Tool Set 
With 
Carry Case 


1°° 


Strong 
Moulded 
Handles 


Set includes two flatheads, 
one Phillips and anawl. 
64-1819 ..... eae 1.99 


2-Piece Set 


Standard: %”, 
9/64”. Phillips: 
#1-2. Nutdriver: 
3116", a; 
5/16 a” 3/8”. 
64-1865 .5.49 


Standard: 9/32”, 
3/16”. Phillips: #1-2. 
Nutdriver: %4”. Holds 
Super-efficient magnet magnetises and 
demagetises screwdrivers and other smail tools. 
(ocala 2.99 


Includes 8° 
Storage Case 

Ys x 12" stubby, 1/8” x 2%" midget, Vs x 44” 
3/16", 7/32”, Va", 9/32”, 5/16", 11/33”. 3/8”. mechanics, 3/16 x 4” & 3/16 x 6” cabinet, #1-2 
64-1800 Oh eee 5.99 Phillips. 64-1823... 0... 0.2. ccc cee es 8.99 
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Wee 6.95 in 
Interchangeable drivers. Teroered ‘lob, 1/8", 


MORE TOOLS AND ACCESSORIES FOR SPECIAL JOBS 
Handy Nibbling Tool Illuminated 30X Microscope | Lighted Dual 


Magnifier 
1 9° 


539 
Great for Examining» 
Small Objects Like _ 
Stamps, Coins and Read with 7.6cm 
Microcircuits main lens, use 
2.5cm inset for fine 


type. Requires two 
AA”’ batteries. 


Easy-to-use hand-held sheet metal cutter. Cuts up to 
18-gauge steel, 1.6mm copper, aluminium and 14cm long. With vinyl case. Requires 


plastic. 64-823 ........ tte eee ee ees 12.95 | two'‘AA’’ batteries. 63-850 ... 19.95 63-848 ...... 5.39 
Precision Knife Kit Mini Utility Knife TV Alignment 
Tool Set 
STILL AT 
499 3°° 1983 
| CAT. PRICE 
ae es Blade locks in four positions. For cut- 
Ten multi-purpose interchangeable steel ting, scoring or trimming. Safe for 5-Pc. Colour TV Kit. Eight 
blades. Use for delicate cutting operations. With your pocket, Only 6.7cm long. hex and two slot tips. 
fitted case. 64-1801....... 0... eee eee 4.99 G4-1882 be ee ee es 2.99 64-2220 wiv es 3.99 


Hobby Knife Knife 


ee” Sharpener 


NEW a 
|FoR'84 : . 
ee ty 
Carbon steel rods for maximum Bee 5 PY Pip she Ml hei be § 


Precision knife is great for hobbyists, artists and sharpness. For scalloped, straight 


18-Pc. Hex Key Set 
r= CAT. PRICE 


RSE 


craftsmen. Surgically sharp steel blade. Metal or serrated blades. Complete range of short and long arm hex key 
handle. 64-1805 .......... cc cece eee 1.49 64-1860 .............08. 3.99 SiZOS. G4<1848 ince iene es tees 2.99 
Mini Fluorescent Light Handy Torches, Low as oe 
For Instant Light pense — 
arom or Away! : (Al 5-Cell Flashlight. Requires 5 “D” 
Carry Case batteries. 68-1022............ 3.49 
Attaches to Belt As 
99 8) Safety Wand Torch. Requires 2 
1 5 “D” batteries. 68-1016 ........ 2.29 
Surprisingly bright and © Standard ‘‘D’’ Cell. Requires 2 “‘D"’ 
feathery light! Perfect for batteries. 61-2624............ 2.89 
camping, highway emer- 
gencies and _ blackouts. iB Denccere Hand Light. ee 
Smal enough for bacie OFy.OT-2050 2... ee eee eee 
pack or glovebox. Handy [E] Heavy-Duty ‘‘C’”’ Cell. Requires 2 
carry cord 8.6x15.9x2.9 "C" batteries. 61-2641 cree 
cm. Requires five ‘C” 
batteries. [F] Magnet Light. Requires 2 ‘‘D” bat- 
61-2733 ....... 15.99 teries. 61-2640 .............. 5.29 
asia Light | ss pla aaapaae 
ixture / ; Hi om aay Clip Light. With battery. 
Easily mounts in closet, \ } GUS 25 wctiscee ees ee es 2.49 
van, workshop, almost é a 
anywhere you need a n oe Requires 2 ny 
iene pointe eries PROLOG sc cs ccs scece 
se No 1651 globe. Re- K “AA” is 
qures 4 D'"battenes, E95 eur opened =| res 801080 cans. BBC 
LIBS «cians is 95 : 
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TANDY PUTS THE POWER WHERE YOU NEED IT! 


DC Power Supplies 


micRONT” si 
qe VOLT 8 AMP ROWE 


CONVERTS 24° — 


22-9124 


42° 


[c] Low-Cost 12VDC Power Supply. 
Ideal for powering 12VDC autosound 
equipment. LED ‘‘on”’ indicator. Output 
of 1.75 amps with a 5-amp surge rating. 
AC operation. 50 Hz. 22-9129 ... .42.95 


AC Adapters for 
Tandy* Equipment 
*And many other brands 
AS LOW AS 


8° 


Universal AC Adapter 


AS LOW AS 


12°° 


* Save Your Batteries! Use 
These Handy Adapters where 
AC Power is Available 


These compact modules convert 
240 VAC house current to the DC 
power required by most portable 
radios, tape recorders, calculators 
and many electronic games. To find 
the correct adapter, compare your 
device’s power requirements and 
input connector with the list below. 


6VDC at 300 Milliamps. 
Connector: Coaxial plug, 
O.D.: 5mm, |.D.: 2.1mm. 

WAS 21 cis ieee 9.95 


9VDC at 100 Milliamps. 
Connector: Submini-type 
phone plug. 65-731 . .8.95 


aYiyiy 


(A) 300 mA Universal AC Adapter. 
Input 240VAC, output GI92VDG 
selectable 300 mA. Comes com- 
plete with 4 of the 6 interchangeable 
plug adapters (shown in B) that fits 
many items. 273-9553 ...... 12.95 
(A) 500 mA Universal AC Adapter. 
Same as above but 500 mA capac- 
HV 2IS-9O99. os os cee ens nis 16.95 
(B] Pkt 6 Spare Plugs that suit 
273-9553 or 273-9555 Universal AC 
Adapters. 273-9500 ......... 2.99 


3VDC at 180 Milliamps. 
Connector: Submini-type 
' phone plug. 65-735 . .8.95 


9V Battery Eliminator. 
Connector: Snap-type as 
used on 9V rectangular 
batteries. 270-9152. . 8.99 


89°° 


[Al Heavy-Duty 8-Amp, 12VDC Power 
Supply. For high-power car stereos or 
even complete vehicle component sys- 
tems with separate tape decks, radios, 
¢ To | equalizers, etc. Ideal for powering mobile 
—/ CB’s (including SSB). Ham rigs or most 
12VDC items or combination of items 
drawing up to 8 amps. All-metal cabinet 
with rubber feet. AC operation. 
22 GNA as wisis Germs sida 


79° 


8) Regulated CB Power Supply. 13.8 
VDC regulated output at 2 amps con- 
tinuous, 5 amps surge. 6 x 11 x 17cm. 


am aaiela le 89.95 


49° 


[A] Plug-In Thermostat. Cut heating bills 
while maintaining constant room tempera- 
ture! Simply insert into power point, turn-on 
heating appliance, and set the desired 
temperature. When the desired temperature 
is achieved thermostat switches off. As 
temperature falls it switches on again for con- 
stant warmth. 63-9802 24.95 
(B] Four Outlet Power Boards. Ideal for 
stereo leads. 61-9525 ............. 19.95 


(clPower Point Safety Tester. Simply plug 
in. Two lights on, power point okay. With in- 
structions. 100% safe.61-9700....... 4.95 


—t 
~¢* 


[J] 


fu! 

|H) Fluorescent Starters. 

20-watt.61-9600 ............ Pkg. 2/99¢ 
40-watt.61-9601 ............ Pkg. 2/99c 

(JJRound Rubber Replacement 110VAC 
—PUUg6.6122706 oo ice Sse ws 2 for 1.99 


\K) Double-Backed Plug. Piggyback mount. 
Double up on your connections with only one 
plug. Make work easier. 61-9508 ...... 2.99 
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Battery Chargers 


A] 12V Battery Charger. Quality charger with front control 
switch for high or low charging rate. Large amp meter. 
Ideal for home, car, caravan. AC operation. 22-9205 49.95 
8) Trickle Charger. A double-insulated, low-cost charger 
that keeps motor bikes, mowers and car batteries in peak 
condition. 6 or 12V. Withleads and clips. 22-9201 . 


- 29.95 


Electrical Accessories 


(e) (F 


[Dl Bright Adhesive Backed Nite Lite with 

Amber Jewel. Allows you to put the light 
where you want it. 2m extension cord. 

CE CY eaereey st etn ct are SAR try Sick et 3.95 
LE|15m 10-amp Extension Cable. Make your 
power points more versatile, Ideal for indoor 
or outdoor use. 61-9515 ..........% 14.95 
[F | AC Power Cord. Round female plug con- 
nects portable radios, cassette players to AC 
power. 1.8m cord. 278-9510 0.6605 3.99 
278-9511 as above with sq. female plug . . . 3.99 
278-9512 as above with Fig.8 
{ETE PMIG) ois. ce sew ee abe aeeg 3.99 
(G] 278-9001 3core AC powercord ..0.59¢/m 


(L] 


L|Double Adapter. Convert your singe 
10 


ains plug to a double mains connector 
two things atonce. 61-9506.......... 2.99 


M|Cord Extension Socket. 3 flat pin type. To 
repair or prepare your own extension cord. 
C1981) sec se ketinctaes cess cues 2.99 


Replacement Mains Plug. Easy screw ter- 
minal, solderless connector. Moulded rubber 
top. Many uses. 61-9502 ............. 1.49 


ac 


Z| 


ENERCELL® 


SY 


NICKEL 
OMIM 


NANICKED CAM 


tt onty Cunw Be 
ee 


9 Volt Nickel Cadmium 
Battery Charger 


9° 


Plugs directly into 240VAC. 
Charging time will vary from 
14 to 16 hours, depending 
on battery condition. 
23-9132 


‘‘AAA”’ Charger 
Module 


299 


Holds one “AAA” 

nickel-cadmium_bat- 

tery, fits into 23-9502 
charger. 

23-135 .Pkg. 4/2.99 


Batteries Not Included 


RECHARGEABLE BATTERIES SAVE MONEY 


Nickel-Cadmium Batteries— 
Use Them Over and Over 


¢ Keep Working Long After Other Batteries 
Have Worn Out 


¢ Steel-Clad and Insulated for Dependability 
¢ Choose From Five Popular Sizes 


Stop wasting money on one-life batteries. ENERCELL bat- 
teries can be recharged time and again with the chargers 
below. Available in sizes ‘D’} “C’; ‘‘AA’} “AAA” and for *9V 
applications. The most efficient source of reusable power 
available. Rated 1.25V. 


ig. |T al Replacement for 
5 iss | Eveready | GE _| Duracell 


A |D CH1.2/D |GC3  |NC 13D 
B |AA_ |CHS500 GC1 

c jc CH1.2/C |GC2 

D |9V* |CH22BP |GC9B 

E ARAN ities teen) pois 


8.99 
11.95 


NC15AA 
NC14C 
NC169VB 


For a 8 a “Gr. 
“AA’’, 9V Batteries 


Recharges in 7 to 14 hours, depending on initial charge. Recharge two batteries of dif- 
ferent size at the same time. LEDs show when system is charging. 23-950 


Tandy is the Place for Those ‘‘Hard-to-Find’’ Batteries 
Photo/Lighter 


Portable Lantern Al 


Miniature 


Equivalent Types Cat 
Fig. | Volts | Ray-O | Ever- | Dura- | No. 
Vac | eady | Cell 
E | 1.4 |1640-1]| E640 |RM640| 23-1515 | 4.49 


RM640 731 
Tandy —The High-Technology Company Famous for Quality Electronics Since 1921 115 


c] 


23-469 | 15.95 é f 
23-463 | 11.95 fh) ‘@° 
53-470) 449 |PX32B (q] 7K67 


23-471| 5.69 


cG} pxisB. Oo) 


——s 


Ly 
TR175 


R133 


ENERCELL BATTERIES FOR THE POWER YOU NEED 


Get Your FREE Battery Card! 


For General Purpose 
Applications 


¢ Cost Less Than Most Brands 
¢ Protected Against Leakage 


Our most popular batteries! We sell 
millions every year, So you can be 
sure they're fresh and strong. Com- 
pare and you'll see what a value they 
really are. 


Cell Replacement Cat 
Fig. Type for No. |Each 
A | “D" | 950 13 | 23-466] .45 Good at Participating Tandy Stores and Dealers 
B | “AA” | 915 15 | 23-468] .30 
Al 1.5V B)] 1.5V 4.5V op c | “co | 998 14 | 23-467| 40 | | Join our Battery-A-Month Club and get a Radio Shack 
“D”’ Cell “AA” Cell “Cc” Cell ey D lov Rect.| 216 23-464| .65 General Purpose ENERCELL each month, FREE, fora 


whole year! Nothing to buy, no obligation! 


Power for Button Cell 
Heavy-Duty Use Battery 
Tester 


e “Miracle Seal” —Greater 
Leak Protection 


¢ Up to 3 Years Shelf Life 
¢ Rigid Steel Case 


¢ Stock Up—Be Prepared 
For Emergencies 


495 


¢ Saves Money, 
Time 


Save money by stocking up on 
¢ Small, Easy-to-Use 


our exclusive ENERCELL 
Extra-Life batteries at our low 
prices! These heavy-duty cells 


15V. ov J) 1.5v 1.5V 
C” CELL Rect. “AA” Cell “AAA” Cell 


Cell | Replacement for —_ outperform “regular” batteries 
Fig. | Type | Ray-O-Vac_| Eveready No. Each and their specially-processed Simply drop the battery in place, squeeze 
f “DP 6D 1250 33-580 80 electrolyte gives you a longer the side-mounted test switch, and watch 
G ro 4c 1235 03-581 ‘70 service life. That means fewer the Good/Replace meter. Tests under 
VR D1604 4229 23.583 1'50 replacements! Up to 3-year “‘load’’ conditions. For silver oxide, 
HOY Rest AA 1245 93.582 20 shelf life and reliable dis- alkaline and mercury batters used in many 
J i AA i 5 912 t 03-58 4 40 charge voltage give you even watches and calculators. 8.3 x 4.1 x 
K AAA 400 : more for your money. Paolo) Oe Ee aCe RRC 4.95 


“Radio Shack” Battery 
Checker 


Deluxe Battery Tester With 8 Ranges Handy Battery Checker 


95 roe 
FOR'84 1 4 FOR'84 Styled Like 


Our Popular 
ENERCELL 
Batteries 


595 


A real charge in battery testing, direct 
from Radio Shack! Meter indicates 


89° 


Tests “D’; “C’) OV, 
“AA’) “AAA’, “N” Sizes 


For most popular 
types. Checks 
zinc carbon, al- 
kaline, mercury 
and nickel cad- 


Leads for Testing 
Non-Standard Batteries 


Accurately measures batteries under 
actual “load” condition. Ranges in- 
clude 1.5/3/6/9/12/15/22.5 volts. 
Tests almost any type of electronic, 
flashlight or button battery—includ- 


ing carbon-zinc, alkaline, mercury, sil- 
ver oxide, nickel cadmium and lithium 
types. 12.7 x 8.9 x 3.8cm. 

BRAIN esis wis sieid sete fone oo 14.95 


116 


mium batteries. Large, easy-to-read 
meter. 13.9 x 5.4 x 4.7cm. 
BAO s a's assisien oss wrixe Bae 8.95 


Prices Apply at Tandy Stores and Participating Dealers 


strength. For 9V “‘transistor’) 1.5V 
“Coe =p’ and. SAA’ sizes: 
10.8x8.2x2.5cm. 22-098 ..... 5.95 


DEPENDABLE LONG-LIFE ENERCELL’ ALKALINES 


Alkalines—Your Source of Long-Lasting Power 


¢ Our Best, Longest Lasting Nan-Rechargeable Batteries 

¢ Long Shelf Life * Anti-Corrosion Contacts 

¢ High Output at Low Temperatures ¢ For All Standard Uses 
Each of our exclusive alkalines delivers top performance even at 


high current drain and retains full power during long-term stor- 
age. Steel-clad, insulated and dependable! 


Cell 


Type Replacement for 


Price 


1G" 814 E93 MN1400 Pkg. 2/2.99 
9V Rect. | A1604 522 MN1604 Each 3.99 
824 E92 MN2400 Pkg. 2/2.99 

“AA” 815 E91 MN1500 Pkg. 4/3.99 


SNe 810 E90 MN9100 
sas 813 E95 MN1300 


Pkg. 2/3.69 
Pkg. 2/3.99 


ammoow>| & 
> 
> 
> 


[A] 1.5V : se j 
“CO” Cell Wei a - Longer ! 
: Life 
: (C] 1.5V ert ied ‘ Fradios \ For 
t. “AAA” Cell “N” Cell “AA” Ce : 
= are Toys Run Play Extended Power Baad 


Longer! Longer! In Flashlights! 


Lithium 
Calculator 
Batteries 


ENERCELL 
Calculator Batteries 


¢ Extra Protection Against Leakage 
¢ Keeps Working Harder and Longer 


These ENERCELL batteries will power 
TANDY your calculator a long time before 
29.110 replacement is required! Store at room 


Silver Oxide temperature for longer life than ordinary 
No Gkez 201 1.5V batteries. 


SILVER OXIDE 


ENERCELL"“ 


¢ Longer Shelf Life 


¢ Superb Leakage 
Resistance 


A breakthrough in 
lightweight, high- 
voltage, high energy- 


Masse Replaces ] — Each density power. Lith- 
all ium cells are the 
76 EPX76 | RW22/42 D357/10L14. | G13, 541 23-009 3.99 latest in high-per- 
389 |389 RW49 D389/10L122 | G10, V1i0GS 23-101 2.99 gh-p 
392 | 392 RW27/47 D392/10L125 | G3, 547 23-102 1.99 formance power 
393 | 393 RW28/48 D393/10L123 | G5, 546 23-103 2.99 sources. 
303 | 303 we D303/WS14 GS14, 521 23-104 3.99 
357 | 357 RW22/42 D357/10L14 | G13, 541 23-105 4.99 
386 | 386 RW24/44 D386/10L124 | G12, 548 23-106 2.99 
391 | 391 RW40 D391/10L130 | G8, V8GS 23-107 2.99 
323 | 323 RW58 D323, WH6 Type C, 506 23-108 2.99 
343 1343 RW56 D343, WH8 Type B, 509 23-109 2.99 
362 | 362 RW310 D362 Type S, 532, SR721 | 23-110 2.99 
364 | 364 RW320 D364 Type T, 531, SR621 | 23-111 2.99 ee dng be 
396 | 396 RW411 D396 Type V, 556, SR726 | 23-112 2.99 
399 | 399 RW413 Sie Type W, 543, SR926 | 23-113 2.99 CR2032 DL2032 
RP675 MP675 8107, M13 23-1521 3.99 CR2320H sees 


Mercury Hearing Aid 
Battery Pack 


Maximum protection from leakage through exclusive 
p g 9 Each battery passes more than 


sealing design. Long-life keeps your calculator running 


ALKALINE at peak performance. 20 exacting quality checks, 
ENERCELL“ pe He ry ey the depend- 
ER Radio a ability you need. 
lf (6)/*\ Shack a No. |Each | 
TANDY H 
23:15 76A | A76 | RW82 |LR44 |V1SGA, 76A|23-115|1.59 ines Replaces Ge” pice 
Fie 86A | 186 RW84 |LR43 |V12GA, 86A|23-116]1.59 
Battory 89A | 189 RW89 |LR1130| 10GA, 89A |23-117]1.59 675H | EP675 | RP675 | MP675H | 8107.675MP| 23-145 
No. GP76A 1.5V 91A | 191 .... |LRW20]  ....  |23-11811.59 13H_ = | E13E_ | R13 eee 8118.M13 | 23-146 Pi. 6/5.89 
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SAFE, SOLDERLESS SCIENCE FAIR® HOBBY KITS 


Increase Your Knowledge With 160 
Challenging Electronics Projects 


49°5 Includes Everything you Need to 


Work All Projects Featured in Kit 


“AGO in ONE 


ELECTRONIC PROJECT KIT 


Build radios, learn about solar telemetry, experiment with 
computer circuits, and much more! Parts are pre-mounted 
with spring-clip connectors. All projects are solar or battery 
powered. Requires one 9V and two “AA”’ batteries. 
28-258 


LED DIGITAL DISPLAY 


Includes 186-page lab manual 


Solar Energy Lab Kit with 120 Exciting Experiments 


39°° 


¢ Learn How Solar Energy 
Works 

¢ Build a Solar Powered 
Radio, 
Sun Dial & More 

¢ Complete with 
Comprehensive Manual 


Fully equipped with para- 
bolic reflector, siltcon solar 
cell, transistors and more, 
you can build a radio, sun- 
beam) communicator and 
light powered perpetual mo- 
tion pendulum. Some experi- 
ments require 9V battery (not 
incl.). 28-9601 ...... 39.95 


50 Electronic & Magnetic Projects 


3 cee Finished Wood Workbox 
With Pre-Mounted Parts 
Stimulates young minds. Build a radio, telegraph, 
Morse code system, and more. Work with transistors, 
diodes, resistors and capacitors. With lab-type man- 
ual. Requires two ‘‘AA”’ and one 9V battery. 
MOREAU OT We, Co Mab ace Caaeie a eee 34.95 


9195 


Construct a radio, beacon 
light, alarm, timer and 
simple computer circuits. 
With earphone. Requires 
two ‘‘AA’’ batteries. 

28-161 ......... 21.95 


Transistor 
AM Radio 


190°° 


Listen to local stations. Tunes entire 550-1600 
kHz band. With earphone. Requires 9V battery. 
ARERR SNe es Dae ean ce 10.95 


“Old-Time” 
AM Radio Kit 


“Plays Forever” 


Fa 895 


No tubes, transistors or batteries. Like the very 
first radios, a crystal converts RF to audio. With 
@arpnone::28-219 . 6 see 8.95 


Electronic IME 
Organ Kit BY 


Ten Electronic 
Projects 


1 95 With 18 Keys Including 
Sharps and Flats 


Build a tunable organ that plays natural and 
chromatic musical scales. Built-in speaker. 
With song book. Requires 9V battery. 
DA) 55 ae wcrvtie aerate take caer; 245 en OO 19.95 


Build a water detector, code system, “and”, 
“or” and flip-flop computer circuits. Requires 9V 
battery. 28-160 


118 Bankcard is Weicomed at All Tandy Stores 


PROJECT KITS FOR ELECTRONICS LEARNING FUN 
Our Largest Lab Kit! 200 Projects 


STILL AT 


1983 
59° A Great Introduction Into the [{car. price 


Exciting World of Electronics! 


7-Segment LED 2 Integrated VAS eR “ty _ 
Circuits Viger ef VY 

it ERY hE 

No prior knowledge of electronics necessary! Build a 

burglar alarm, telegraph, AM broadcast station, digi- 

tal timer, electronic organ, radios and much more. 

You also get two integrated circuits to learn computer 

fundamentals. All parts are pre-mounted in the 

molded case with out-front controls and speaker. f lab-t | 

Includes see-thru dust cover. Requires six “AA” wey enejdo Tole maul 

batteries. 28-249 59. 


Discover the Miracle of Solar Power Digital “Computer” Kit 


100 Exciting 
21° | 36°? Project 


Learn about programming, bi- 
Solar cells power most pro-| nary math, health, geography 
jects: radios, a light-activated| and more. Lighted display, ten 
alarm, electronic storage tank,| control switches. Springclip 
others. Springclip assembly.| assembly. 68-page manual. 


Requires 9V battery. Requires three ‘‘C”’ batteries. 
26-260 fe. ss osb won 21.95 | 28-218 .......0.005: 36.95 
Learn All About Aeronautics 21° STILL AT 
100 Flight Projects 95 Phy 
39 | NEW Low 
PRICE 
ems AERONAUTICAL LAB XK!" Build a helicopter, 
serabto flyable model plane, 26°° 
helium balloon. In- 
cludes lab-type man- me 
ual, 28-196 . . .39.95 1983 Catslogue 


ArcherKit® . . . Solder Kits for Advanced Hobbyists 


(A) 8-Range Multitester Kit. Pocket-sized. 1000 ohms/volt DC sensitivity. Measures 
to 1000V, AC and DC, in six ranges, DC current to 150mA, resistance to 100,000 
ohms. With leads. Requires ‘‘AA”’ battery. 


. STILL AT MNT a a saat Wo $0 5), 8 jm <6 wim Dente eco aa eA phe TeMASTER IN pe keaere vant nln Gi Wane 12.95 
ile geal 21°" A283 .|| [8] 25-Range Multitester Kit. Color-coded mirrored scale. 20,000 ohms/volt DC 


sensitivity. Measures to 1200V, AC and DC, in 12 ranges, DC current to 60 uA, and 

Tri-polar motor 0-300 mA in three ranges, resistance to R x 1000. With leads. Requires ‘‘AA”’ battery. 

3 BOATS 5 cise bass syeicsniaie sie is eve ape 6 silo. 6i 67s Gin '8-aip a. gteas ale wuaiiemunteeece ate 26.95 

depp a peel ‘C| Portable AM Radio Kit. Printed circuit boards for easy assembly. Built-in 

devices. Requires speaker, plus earphone jack for private listening. 540-1600 kHz. With instructions. 

Rac "0" batteries. Requires SV battery! 26-4020 Foc. iiss eiciats sie vies e sinieivisle ie tie a aimee efyhe 21.95 
28-194..... 21.95 ' § 
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YOU’RE IN THE DRIVER’S SEAT WITH RC VEHICLES 


High-Performance, | High-Speed Porsche 928 Racer 
Authentic BMW 
323 Racer 


Multi-Function Remote 
Control Lets You Move 
Forward and Backward, 
Stop, Turn Right and 
Left in Both Forward 
And Reverse 


Authentically 


Steerin 95 Styled 

Trim Adjustment ie rors When the green flag drops, GO! Hand-held 
transmitter is your “steering wheel” for for- 

You're the driver of this sleek, powerful racing machine. Highly responsive ward, reverse/turn commands at your finger- 

controls for high-speed racing! Requires four ‘‘AA” and two 9V batteries. tips. Requires four ““AA’’, two 9V batteries 

2/omiong.27 MHZ. 60-3083... ccc cee tee ee cee nee 39.95 23cm long. 27 MHz. 60-3041 ....... 15.95 


Sleek Mustangs for Exciting Fast-Paced Action | Off Road Land Cruiser | 


NEW LOW PRICE 


499° 


¢ Two Different Frequencies— 
Race ’em Against Each Other 


¢ For Any Smooth Surface 


NEW LOW PRICE Was $59.95 in 
Gg 5 1983 Catalogue 
¢ Hi/Lo Switch 
Each ¢ Special Safety 
: Were 34.95 each in ’83 Catalogue Device Stops Car 


Authentically-styled racers that 
really fly across the racetrack. 
» Each requires three “AA”, two 
QV batteries. 20cm long. 

[A] Mustang. 27 MHz. 


Automatically 


Go-anywhere radio controlled car has what it 
takes to be an explorer. Big tyres and roll bar 
mean it is ready to handle the rough stuff: Re- 


¢ a ROOTT) 020 Mies 29.95 dha hyd i and eight “AA” batteries. 
ening 40 m Zz 
6) moe ee 40s... oo 59.95 


NEW LOW 
PRICE 


59° NEw) 8 9 1903 Catslopee 
FoR'84 
© Moves Forward and Reverse, Turns ¢ Three Gear Levels for Climbing, 

¢ Full Control at Your Fingertips Left and Right Proportionally Driving and Racing 

* Speed and Steering Trim Adjustments ¢ Dual-Speed Control Switch ¢ Quick Forward/Reverse Starts 

* Detailed, Authentic 1/14-Scale Styling ¢ Direct Response to Your Commands ¢ Durable Construction 

Porsche 935-78 Turbo. Pretend Jeep® Renegade. Traverses 

you're at the wheel of this dynamic Porsche 935. Grab the the most rugged terrain or 

tacer. Clutch in, RPMs up, Green wheel and fasten your seat- ‘ speeds by the fastest racers. 

flag, Go! Races forward and belt for a high-speed race to Goes forward and reverse, 

reverse, turns left/right, stops. STOP the finish. For ages 6 and STOP turns left and right, stops. Re- STOP 
- Requires four “C’, two 9V bat- up. Requires ten “AA”, five * quires five “C”, six “AA’ batter- cz 

teries. 34.3cm long. 27 MHz. “C’’ batteries. 35.6cm long. ies. 34cm long. 27 MHz. 

OO-5079.............-- 59.95 27 MHz. 60-3045 . . .89.95 60-3089 ............ 69.95 


Jeep i istered trademark of J 
120 Use Dependable Radio Shack ENERCELL® Batteries in All Your Toys and Games Con ace aes with iS poreecen 


ROBOT ‘‘ARM’’ FOR HOURS OF EXCITING ACTION 


Armatron™ Provides Fun and Creative Enjoyment for the Whole Family 


ROBOTICS 


“It is addictive after you first flip 
the power switch. If you buy one 
for yourself, either get another for 
the kids or don’t let them see it.” 


Robotics Age Magazine, Copyright 1982 


Armatron works just like real robots. You can manipulate it to execute 
“hazardous” scientific experiments in your “laboratory” or add cream and 
sugar to your coffee. It can even move game-board pieces for you. Two 
joysticks activate all its motions for total command—simply rotate them in 
the proper direction and it will give you the movement necessary to grip, 
pick up, rotate, move and release. The rubber-coated pinchers are excel- 
lent for secure gripping. You can compete with Armatron, too. Just use the 
energy level meter as a countdown timer and test your skill against an 
opponent. Includes gee modules, cannisters and cones for exercising 

ood clean fun for kids of any age. Requires two “D” 
batteries. 35.5cm high at maximum arm extension. Base 21cm wide and 
16.5cmlONG. 60-2964 2. ce cee cee ee 


delicate operations. 


anes 54.95 


54°° ¢ 


RC Replicas — Now You Command And Control! 


Qc) 34°5 


NEW LOW PRICE 
Was $39.95 in 


Was $59.95 in 
1983 Catalogue 


A) Battle Tank. A realistic-looking tank for action- 
packed fun! Attacks or evades with forward, right and 
left, stop commands. Requires three ‘‘C’”’, two 9V batter- 
ies. 21cmlong. 27 MHz. 60-3009 ............ 34.95 
|B|Sherman Tank. A scaled down model of the re- 
nowned WW-II tank! Maneuvers forward, right and left, 
stops. Climbs 45° inclines. Requires three “C”, two 9V 
batteries. 33cm long. 27 MHz. 60-3037 ....... 49.95 


[C] Budget. A US Army Jeep with provision for army 
action-figures. Forward, reverse/turn commands. Mov- 
able gun. Requires four ‘‘AA’’, two 9V batteries. 22cm 
long. 27 MHz. 60-3087.............00e eee 19.95 
(D)Christina Cabin Cruiser. Be your own captain with 
this luxurious cruiser. Auto-bilge pump, recharge jack 
for Ni-Cad batteries. Requires four ‘“‘AA”’, four ‘‘C’’, 1 
9V batt. 46.6cm long. 27 MHz. 60-9024 ....... 54.95 


[=] 


NEW 
FOR’84 


Outer-Space Robot 


He’s at your command, and moves for- 
ward and turns in reverse at the touch 
of a button. Motorized base has on-off 
switch. An intergalactic buddy! Re- 
quires four ““C’’, two 9V batteries. Over 
90cm tall. 27 MHz. 60-3023... .26.95 


Remote Control Vehicles Shown This Page Conform to DOC Specification RFM E001 121 


GREAT GAMES FOR LOTS OF FAST-PACED ACTION 
Alien Chase Space Battle With Double-Faced Display 


59° 


Fluorescent You’re an astronaut patrolling in space. Your mission: capture the aliens 
Display as they leave their ship and take them to your home base. But be 
careful—your opponent's after them too, and he can steal them away. Of 
course you Can go after his captives too, but watch out for his beam guns, 
and stay away from those meteorites! Brilliant 4-color fluorescent display, 
action sound effects for hours of fun. Sound On/Off switch. 
15.9 x 14.9 x 20.8cm. Requires four ‘‘C’’ batteries or AC Adapter 
GEES DG: Cee 1 BON 5 6:1 (5% oye ahr ia fara ais Sierh <a stele) ehallsh aerate 59.95 


Fight Your Way to the Top 
Of the Hill With Kingman 


NEW 95 
FOR'84 

¢ Four Separate Patterns of 
Increasing Difficulty 

¢ Sound On/Off Switch 

¢ Bright, Multi-Color 
Fluorescent Display 


¢ Twin Displays Let Two Players ‘Fight it Out” 
In Face-to-Face Competition—Or Play It 
Alone, Against the Computer 


¢ Four Game Variations at Two Skill Levels 


Explore Dangerous New 
‘Worlds With Zackman 


54”° 


: ¢ Four-Direction 
zackmam | -] Joystick Control 
a ¢ Wide Fluorescent 
Ha see oe ~ Color Screen 
¢ Sound On/Off Switch 


Help the young lad rescue the fair 
damsel from Kingman and his family. 
2.5 x 8.6 x 19cm. Requires four ““AA’’ 
batteries or AC Adapter #273-9553. 

C021 G Res ee big oo 49.95 


You're on a hostile planet and under attack. Fight off robots and falling 
rocks to get the energy capsule and get away. 4-direction joystick. 
13.3 x 15.1 x 23.7cm. Requires four ‘‘C’’ batteries or AC Adapter 
WOT O0DS: OO 2188 oie co ck chs ek Sem ERG OWL Gti cos 54.95 


Pocket King Kong” Game 


NEW 95 with 4- [NEW 95 
FOR'84 Direction FOR'84 

Control 

Button 


Tandy-12 Electronic 
Computerized Arcade 


NEW LOW PRICE 


5 was $32.95 
in '83 Cat. 
¢ 12 Games in One 
¢ Large Brightly-Lit 
Easy-Punch Buttons 
¢ Loud Musical Tones 
Play repeat games, baseball, 
casino roulette and more! Re- 
quires 9V and four ‘‘C’’ bat- 
teries. 60-2159 ...... 29.95 
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Liquid Crystal Display 


Avoid sharks and falling co- 
conuts. Two skill levels. 
6.8 x 10.8 x 6.8cm. With bat- 
teries. 

60-2179.......... 26.95 


HING HONG 


Sports Arena 
29 . pga 


Play pate 30 


Grid Iron 
Basket- ball and Soccer 


Three fast-paced games for 2 to-head 2- 
player competition. Easy four-directional con- 
trols, LED display. Pro and amateur settings. 4.3 x 
27 x 20cm. Requires 9V battery or AC Adapter 
#273-9553. 60-2178... cece ees 29.95 


Liquid Crystal Display 


Climb the building to rescue the lady from King 
Kong, while avoiding his bombs. One or two 
players, four skill levels. 10.8 x 6.7 x 1.3cm. With 
batteries. 60-2182.........0...0eees 29.95 


TMKing Kong is a trademark of Universal Studios, Inc. 


Pocket Repeat 
Game 


NEW LOW 95 
PRICE 
Was $16.95 in ’83 Cat. 


Computerized Fun 
that Goes Anywhere 


Beat the computer at its own game — play back 
colours and sounds in the same sequence. Two 
different games in a ‘“‘mini’’ size that fits pocket or 
purse. 3.3 x 7.9 x 7.9cm. Requires 9V wae 

(ard ae ee ee .95 


Tandy Has a Tradition of Giving You More for Your Money 


MORE ELECTRONIC FUN AND GAMES FOR ALL AGES 


Computerized Portable Sensory Chess 


¢ Nine Levels of Play 


¢ Memory Stores Unfinished Games y 
And Lets You Finish Them Later . 


Tandy 1650 Chess. Great for beginners or advanced players. 
Lets you set up positions and problems for analysis. You can even 
ask the computer for move suggestions. Sensitive playing board 
with LED position indicators and soft-touch control panel keys. 
4x 19 x 11cm. Requires three ‘‘AA”’ batteries. 

60-2187 


STILL AT 
1983 
CAT. PRICE 


Records and Plays Back Up to 98 
Notes and Spaces in Any Combination 


29°° 


Features manual play with 22 keys and ‘‘space’’ key. With eight pre- 
recorded songs, songbook and easy-to-read instruction manual. 
35 x 16 x 4.4cm. Requires six ‘‘AA”’ batteries. 


LCD Computer Backgammon Game 


e Play With a Friend 
Or Against the Computer 
¢ Full LCD Board 


Hours of fun for beginners or advanced players. Pushbutton 
controls let you move “pips” without error. Computer rolls at 
random—or comes with plastic dice, if you prefer to enter moves 
manually. Clear button lets you take moves back. Keeps game 
scores. 2 x 21 x 10.5cm. Requires four ‘‘AA’’ batteries. 

60-2188 


49° 


STILL AT 
1983 
CAT. PRICE 


LED Display for Light 
and Learn Teaching Mode 
With eight pre-recorded songs it plays and teaches with lights. Com- 
pose your own music and play it back. Inspire young musicians to 
learn rather than play. Tempo, volume and vibrato controls. Re- 


quires 6 ‘‘AA”’ batteries. 60-9017 ..............000eeee 49.95 


Portable, Five-Voice Melody Maker is the Instrument Anyone Can Play! 


FEA LIS TIC 


NEW LOW PRICE 


69°° 


Was $79.95 in '83 Cat. 


¢ Built-In 100-Note 
Memory with 
Automatic 
Playback 

e Five Preset 
Voices and 
Ten Rhythm 
Accompaniments 

© Built-in 
Calculator 


Specifications 


Realistic Concertmate®—200. Now you can make great-sounding music without years of practice! With one finger 
you can create a melody, play it back, change tempo and notes until it’s perfect, even add a rhythm accompaniment. 
The ADSR mode lets you explore over 80 million sound combinations. And you can easily repeat the sounds you create. 
Musical characteristics—Attack, Decay, Sustain, Release, Tempo and Pitch—and are presented numerically on the 
liquid crystal readout. Fully portable, the amazing Concertmate plays through its built-in speaker, a stereo system or 
any amplifier. A great gift for yourself or anyone. Requires four “‘AA”’ batteries or AC Adapter (14-9521). 

beer 20-8 700M, BOAO O 8 ioe ical hap as ox eiaiciain niko a alae ee a wes aycis «saan hal ae Gon 69.95 


Use Dependable Radio Shack Batteries for Your Electronic Games 


Keyboard: 29 keys. Preset Sounds: 
Piano, Fantasy, Violin, Flute, Guitar. 
Rhythms: March, Waltz, Rock 1 & 2, 
4-Beat, Swing, Bossa Nova, Samba, 
Rhumba, Beguine. Pitch Shift: + '/2 
tone. Octave Shift: 3 Levels. 
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VOICE-OPERATED FM HEADSET WALKIE-TALKIES 


Deluxe Double Superheterodyne 95 
Circuit Gives You Superb Pair FOR'84 
Performance at Work or Play! 
Available 15 December 1983 


¢ Hands-Free Communication up to 
800m, Outdoors, 400m Indoors 

¢ Special Voice-Activated Circuit 
With 3-Level Sensitivity Setting 

¢ Lightweight, Adjustable Headphone 
Fits Over Only One Ear for Safety 


; Realistic TRC-500 2-Way FM Headset Walkie-Talkies. Now 
you can talk easily with a companion while jogging, biking or work- 
ing in the field! Voice-activated circuit automatically engages the 
transmitter when you speak into the adjustable boom mike, then 
switches back to receive when you stop speaking. Set the sen- 
sitivity switch to “‘low’’ while jogging to prevent accidental 
transmission, or set it on “‘high”’ to pick up whispers while you fish. 
Push-to-talk button for manual operation, 3-level volume control. 
The 2 microvolt dual-conversation superhet receiver assures 


Conforms to 5 noise-free operation. Includes belt clip, antenna. Requires 9V bat- 
DOC Specification RFM E005 tery for each headset. 55 MHz. 21-400 ............-- 169.95 
STILL AT . . 
ope) D495 Low-Cost Archer Space Patrol® Walkie-Talkies 
ac 


Space Patrol for Outdoor Adventure 
* Flexible Antenna for Rugged Use Without Breaking 


29?5 * Great for Hiking, Camping, Fishing or on Trips 
(C) Pair [A 


Buy a pair for outdoor fun and safety — talk, or send messages in code. Features built-in Morse Code key with 
code alphabet on front panel. Just two simple controls: On-off switch and lock-on talk button. Not CB — no license 
required! Requires 9V battery. 60-4005... cece cece cre rnrnevenerrccenvreeserenereeres Each 11.95 


1122. 
lal 


Space Patrol with Built-in AM Radio 


2 ARCHER > Keep in Touch for Outdoor Fun, or Just Use it to 
pay silky eA Listen to Your Favourite AM Radio Station 

4 . - &, 
‘ Two radios in one for double fun! Features on-off/volume control, AM tuning, plus locking talk button, Morse 
Code key, code alphabet on front panel, telescoping antenna, carry strap. Not CB — no license required! Requires 
OV Dattory: COMBOS: oasis: s:siei0.s ssesois Waterers seiaies wwisie Bsleleia BIRtWIN Ie Wis Winre d/e)S%G Siasain a Wejein wiper wre Each 24.95 


Fun-Filled Micro-Thin Space Patrol 
* Compact Enough to Fit in a Shirt Pocket 
* Handy Communications Indoors or Out 


[¢ Goes anywhere! Features ultra-sensitive super-regenerative receiver, 38mm speaker, push-to-talk button, 
telescopic antenna. Not CB — no license required! Requires two 9V batteries. 60-4004............0065 Pair 29.95 


CONFORMS TO D.O.C. 
SPECIFICATION RFM E001 


Metal Detectors for Hours of Fun r 4 


Low-Cost Detector — Great for Kids Locate Bu ried 


D) Easy to operate! Spots anything metallic up to 15cm underground. Tuning and 
fine-tuning controls. Sensitive search coil changes pitch of tone from speaker Valuables 


when a ‘‘find’’ is near. Shaft extends to 69cm. Requires 9V battery. 60-3003 . 29.95 


LD} [Ee] ‘ 
Standard Metal Detector 29°53 59° : 7 


E} Discover metal under soil, wood and dry sand. Water-resistant coil has Fara- 
day Shield to help reduce false readings. Large meter, peaking and volume con- - 
trols. Lightweight design — ideal for lengthy searches. Includes earphone. Shaft 
extends to 60cm. Requires six ‘‘AA”’ batteries. 

POOP LL Si asaeie uni niwinre aol ecoasciy at pu eieiels6: aiurevuvereie fil oe) atemararesalereiayauaveasie area 59.95 


Discriminator-Type Detector 


F) Micronta® 4001. Advanced circuit helps discriminate between valuable 
articles and ‘‘junk’’ items like bottle caps and pull tabs. Built-in speaker gives audi- 
ble indication, and a large meter provides visible reading. Features a convenient 


handle-mounted pushbutton for automatic tuning, front-panel volume and Outdoor 
discriminator controls, battery test switch. Water-resistant, extra-sensitive 15cm 
coil. Y4” headphone jack. Saft extends to 60cm. Requires six ‘‘AA”’ batteries. Adventure for 


BE IOO Bo. hincosascsecascic emnseiniaieie nines 5 Gea hoe omee eras aN 79.95 The Whole Family 
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WAKE UP TO VALUE WITH MICRONTA® ALARM CLOCKS 


=== LCD “Time Projector” Alarm Clock 


499° 


¢ Projects the Time Onto Your 
Ceiling for Night Viewing 

© Quartz-Controlled Accuracy 

e AC Adapter for Constant 
Use of Projection Lamp 


The ultimate in bedroom convenience! See the time without 
looking at the clock. Features a 24-hour alarm with snooze 
control—tap the snooze bar and alarm shuts off for four minutes, 
' and lights the projection lamp and display. 1.5cm LCD, hour/ 
pee minute time setting, a.m./p.m. indicators. 14 x 8.8 x 5.7cm. Re- 
3 oe 5G quires two “AA” batteries. 63-790 ................. 49.95 

a Available Nov. 15, 1983 


—_—_—_~ 


ED Alarm Clock 


Battery Backup/Battery Sentinel™ Compact LED Alarm 


Even if AC power fails, 
BATTERY you'll be on time! Battery 
Backup keeps clock run- 
BACK-UP ning, without display, for 
up to eight hours and 
alarm for 10 minutes. 


Front-panel red 
LED warns you 
if backup bat- 
tery is weak or 


Big 2.2cm display is easy to read 
95 from across a room! Snooze, auto 

display brightness, LED p.m. indi- 

cator. 6 x 15.9 x 9.5cm. 


Features snooze control for 95 
extra winks, big 1.8cm display, 24 
24-hour alarm. 5.4 x 14 x 
7.6cm. 63-826 ....... 24.95 


Ideal for computer users, 


Hams, SWLs, pilots. 1.5cm 12 1 9° 


or 24-hour display, alarm, 
snooze. 4.7 x 13 x 7.3cm. 


“His” and “hers” alarm settings 
for two wake-up times! 1.8em LED Space-saving clock has bright 1.5cm 
display shows month/date or time. 3 495 


display, snooze, 24-hour alarm. 95 
6.4 x 16.5 x 8.9cm. 5.4x 14x 7.6cm 


DEES Cia cin oie eretaiwiarssditvers 63-753: ..:.,.... cece ah eke 29.95 


Jumbo LED Alarm Clock 


LED Alarm With Dual Display 


49° a 


Shows both the pre- 
sent time and the 
alarm time. Fea- 
tures snooze, 24- 
hour alarm. 10.8 x 
22.2 x 6.3cm. 

63-777 ..... 


4495 


Easy-to-read 4.6cm 
display, snooze, 
24-hour alarm, hi/lo 
brightness. 10.5 x 
21.9 x 6.3cm. 

63-825 ..... 44.95 


All Clocks Above Have Battery Backup and Battery Sentinel System (Backup Requires 9V Battery) 125 


BATTERY-POWERED, ACCURATE QUARTZ CLOCKS 


Cordless Table Alarm Clock 


Square Cordless Wall Clock 


OY ba 


No power cord to tangle! Large hands and 
numerals, sweep second hand. 27.3 x 27.3 x 
3.8cm. Requires ‘‘AA”’ battery. 

BOS. 50:5 )a is «)oka yore avelalvm alvin’s Mis yarose 27.95 


LCD Folding Travel Alarm 


26° 


sniCRONTA 


Fits in pocket, 1.5em 


purse or briefcase. 
backlighted display, snooze control. Folds to 7.6 
x 7.9 x 1.8cm. With battery. 

Bae eera rata, axel 5 siete ire was Wicieieetiete:. oats 26.95 


LCD ‘‘Anywhere’’ Digital 
Clock 


MICRONTA 


95 Available 

Oct. 30, 1983 
No more messing with cords — great for trips, 
camping. Features snooze button, sweep sec- 
ond hand, luminous hands and dial. 8.2 x 13.9 x 
6.3cm. Requires ‘‘C”’ battery. 63-740 ...19.95 


Micro LCD Travel Alarm 


17°° 


Goes where you go. Has snooze, backlighted 
display, stand. 3.8 x 5.7 x 0.5cem. With battery 
and pouch. 

Cy 4a Deno emo bicco nro Saco pcr 17.95 


Mount-Anywhere 
Alarm Clock 


NEW LOW 
PRICE 


Was $21.95 in 
1983 Catalogue 


17°° 


Mounts easily on car or boat dash, refrigerator, 
stove, anywhere! With slide-in bracket, double- 
sided tape. 3.1 x 8.2 x 17.9cm. With battery. 

LUC CP ee PTCRIO ATOR Scar ECR eee toc 17.95 


126 Tandy — 10 Years of Value, Service and Reliability 


| 21° 


Switchable 12 or 24-hour backlighted LCD 
display, snooze button. With slide-in bracket 
and double-sided tape. 4 x 8.2 x 1.2cm. With 
battery-63-838 . oo.5 2 sissies sleet eeda's 21.95 


Cordless ¢ Quartz Wall Clock 
11.24 
Se Werk tie dc 


R | 


9 


“Oh iy \\\* 


> wo N 


Ss 
= 
yg, 
7 
7 


COT TF FHAAA VANS 


7 6 .o) 
19°° 


Easy-to-read 19cm diameter face with large 
hands and numerals, sweep second hand. No 
dangling, tangling cord. Requires ‘‘AA”’ wei 
63-804 19.95 


NEW 
FoR'84 


sot 12 1 igs a 


marca —_ 


au BYE 


a «14° 


Handy, low-cost timekeeper for trips, glovebox. 
Luminous hands, sweep second hand. With 
carry pouch. 5.7 x 5.7 x 2.8cm. Requires ‘‘AA”’ 
battery. 

GBRTAG. si5 cs HST ele eee aes 14.95 


Stick-On LCD Calendar Clock 


499 Ws 


NEW 
MICRONTA 


FOoR'84 
e ® 


Sticks almost anywhere! Shows hour and 
minute, or month and date. With mounting tape 
and battery. 3.8 dia. x 1.7cm. 

Cee eR aE CONU Sy Rea oe SOO ee 4.99 


THE VERY LATEST IN PERSONAL ELECTRONICS 


Accurate Quartz Clocks for Vehicles Reliable Micronta® Quartz LCD Watches 


Y QUARTZ 
{A} 7 { CHRONO ~ ALARM. 


42" 
HEADLIGHTS MICRONTA 


492 CLOCK = HOUR MIN 


O O 


CYUNDERS <@ TACHOMETER 


STILL AT 
1983 
CAT. PRICE] 


26° 5 | s44.951n 1989 catalogue All Include Batteries, Backlighted Display 


(A) Calculator Alarm Watch. Eight-digit 4-function calculator, mineral lens, dual 
time, calendar, 1/100 second stopwatch with lap time, 24-hour alarm. 63-5054 39.95 


[8] Sport Watch With Alarm. Shows hours/minutes, or month/date, internal stop- 


watch with lap and total timing. 63-5055 .... 2... cee eee eee ee eee 19.95 
[C) Chronograph or Alarm Watch. Select 24-hour alarm or 1/100 sec. stopwatch, 
backlighted, mineral lens. 63-5051........ 0.0.0 eee eee e eee ne eens 34.95 
LCD Quartz Stopwatches 
39°5 ——s 
MICRONTA 


nash asi aa ee MICRONTA 


(a) 1CD QUARTZ CHRONDORAPY 


Car clocks with accurate quartz-controlled time. Displays dim 
for night driving and blank when ignition is off. Include mounting 
hardware and instructions. 


[A] 
[A] Fluorescent Car Clock. Built-in tachometer, headlight warn- 
ig. 4.7X92xS8CM. 62087 ....-.....-.00.- se ASS fore) 29°5 
[8] LED Mini Clock. Hi/Lo brightnes control. 3.8 x 8.8 x 8.5m. 
12VDC pos. or neg. gnd. 63-833 ............e ee eeee 26.95 -_ —_ 
(c] Fluorescent Car Clock With 24-Hour Alarm. Recessed [Al Audible signal indicates 
fast/slow alarm and time-set. 4.7 x 10.1 x 4.1m. 12VDC pos. or start/stop/lap/reset. With batteries. [8] Chronograph. Lap and total time, 
NEG. GN. 63-834... ieee eee eee eee eee eee 37.95 GSS010 fo. ectrewateace-. 29.95 day, date. With batteries. 63-500939.95 


LCD Digital Watch Pens Light and Moisture Meter Biofeedback 
= for Growing Healthier Plants Monitor 


Completely 


¢ Uses Standard ‘Parker-Size’ Refill Self-Powered 


¢ Accurate to One Minute Per Month Meter switches from Learn to 
. light to moisture read- Control 
[A] Watch Pen. Displays hours, minutes and ings instantly. Pointed Stress 
seconds or month and date. With batteries. probe for easy inser- 

63-5075 Pe ee ee 8.95 E tion even in dry soil. Attach sensors to fingertips, and listen. Tone 
[5] Watch Pen With Alarm. Alarm reminds you of Probe With 20cm = 9g._nage manual with rises when you're under stress, drops as you 
your appointments. Displays hours/minutes/ Coiled Cord—Easy readings for hundreds relax. Also fun for “‘lie detector” games. Built- 
seconds or month/date. Chimes on each hour. To Use Even With of plants. 16.5x3.8x2.5 in speaker, earphone jack. Requires 9V bat- 
With batteries. 63-5076 5 Hanging Plants cm.63-685 ... 9.95 tery. 63-675 . 
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SOLAR AND BATTERY POWERED LCD CALCULATORS 
Card-Size Solar With Memory Deluxe Full- Size Solar 


NEW LOW 
PRICE 


22°° 


Was 24.95 in 
1983 Catalogue 


e 4-Key 

Memory pe ree 

a o00G0 
oa G00U8 


= 12% 


Auto-Constant Lets You Repeat 
inal Numbers and Operations 


Radio Shack EC-406. All you need is light! Four-key memory lets you 
store numbers, then recall and use them again. Square root and percent 
keys. 8-digit display. 5.9x9.8x0.6cm. 65-904 .................. 12.95 


4 5 6 
Radio Shack EC-402. Never 
ome @OONE 
tures Auto-Constant for repeat- al 
oto wee §6=OOOOE 
11 roy 5x0.6cm. Radie Shaek 


Child’s Learning Calculator 
Makes Math Fun 


“Statesman” 
Super-Thin 


Musical-Entry 
Tone Calculator 


I STILL AT NEW LOW 

ok 1983 PRICE 

| ao CAT. PRICE Was 12.95 in 

Hy 1983 Catalogue 

Ny OFF TON JX 2s 

rr 18°° 10° om 8D 
ry za sutanialte Less ~~ OOD 
| ower- 5mm Thin 2 
cs nDooSss 
| ia | Radio Shack EC-276. | Radio Shack EC-274. (o)(-) 


“Beep” verifies entry. 
Features 3-key mem- 
ory, Auto-Constant. 
8-digit display. 10.1x 
6.0x0.4xcm. With bat- 


Features auto power- 
off, 3-key memory, statesman (in Lco 
Auto-Constant. 8- 
digit display. 10.8x6.0 
x0.4cm. Comes with Billfold 
batteries. Case 


Low-Cost With 
4-Key Memory 


| ae “yy 5 


ki wae * Auto-Constant 
@) Gs - square Root Key 


a 
ct 
® 
e 
0 


Illustrated 
Booklet 


The Perfect 
Way for Kids 
To Learn How to Use a Calculator 


Was $14.95 in 
1983 Catalogue 


Radio Shack EC-351. Give your youngster a 


Automatic a head start with this educational calculator. The 
Power-Off Save: i ay, Radio Shack EC-205. easy-to-follow booklet makes it a snap for kids 
“olan : ae Bae A great value! Fea- | who can read to learn math basics. They'll be 


tures square root and 
percent keys. Easy- 


Lo oe ys. 
fof fo] to-read 8-digit display. 


adding, subtracting, multiplying and dividing in no 
time! Auto-Constant repeats operations. 8-digit 
easy-to-read liquid crystal display. Colorful, 


Radio Shack EC-277. Features 3-key memory, 
Auto-Constant for repeating operations, square 
root and percent keys. 8-digit display. Super 11.4x6.6x1.6cm. Re- unique styling. A terrific learning aid! 
slim — measures only 8.6x5.1x0.4cm. With batt- quires “AA” battery. 16.8x9.5x1.9cm. Requires two ‘‘AA”’ batteries. 
RUGS OPOGS oo ce ela sack sac pes ees 10.95 G5-500 ic. S05): CR O06) pate ey gia ae 16.95 


128 Tandy Calculators are Covered by Our One-Year Limited Warranty 


SPECIAL LCD CALCULATORS a 


Smartly Styled “His ’n Hers” Folding Solar 
Calculators Make Great Gifts Anytime 


a 24° him Her 24°° 


Handsome Thin Sleek Ladies’ New) 
Wallet Style Compact Style 


[A] Handsomely-styled calculator never needs batter- 
ies! Features 3-key memory, Auto-Constant, +/—- sign 
change, square root and percent keys. 8-digit display. 
8.6x2.7x0.60M. 65-905 ...... 20 cece eee eee 24.95 


[B) Attractive calculator works wherever 
there’s light. Features 3-key memory, Auto- 
Constant, +/- sign change, square root and * 
percent keys. 8-digit display. 6.6x6.3x0.9cm , 
C5902 Konze. atin!s Geen Mae cates « 24.95 ito 


Fits in Fits Easily 
Coat Pocket In Purse 


Sf _  ) [es | 


“Handy Financial Calculator | —— 
123456 7898 


Solves Tough Problems 


39°° = 
ae aes core 
OOOO) 

Figures Interest, noo fa no * 3 Separate Memories 
Annuities, Dates eons ——ES For Checking and 

_— Oooo Credit Card Balances 


¢ Checkbook-Size Carry 
Pouch Also Holds 
Checks and Pen 


Radio Shack EC-4051. Does compound inter- 2 7 | is | i s | | 
Be Gi aiy doterral valuse, Gate cela: Been 
Constant, wir Sign change and percent = EVES 
oye. as | oe 


Radio Shack EC-306. Perfect for budget balancing—deposit, cheque, 
charge, payment and balance keys. Auto-Constant, percent key. 8-digit 
display. 15.3x 7.2x 0.6cm. With batteries.65-696 ............... 24.95 


Solar Powered Metric 


: LCD Alarm 
Conversion Calculator Stopwatch 
Calculator 
29°° 
Billfold Case 
_ Performs 40 Metric eStopwatch Shows 
' Conversions at the Touch of a Key Lap and Total Time 
To 1/10 Second 


Quickly converts from standard to metric, 
or reverse. Also does math functions. Fea- 
tures 3-key memory, Auto-Constant, +/—- 
sign change, square root and percent 
keys. 8-digit display. 10.3x7.4x0.6cm. 

G5926 ... . ee 19.95 
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LCD CALCULATORS FOR SCIENTIFIC PROBLEMS 


¢ 7 Separate Memories 
* 61 Different Functions 
© 38-Step Programming 


Programmable Scientific 


Radio Shack EC-4004. You get regression 
analysis, integrals, and the use of up to 18 
nesting parenthesis at six levels. Full floating 
decimals. 10-digit mantissa. 13.3 x 7.3 x 
0.6cm. With detailed manual, battery. 
65-658 


Billfold Case 


With batteries. 


NEW LOW PRICE 


Was 49.95 in '83 Catalogue 


Scientific 
“Slide Rule” 


FOR’84 
24° 


¢ 30 Function Keys 
e 5-Digit Mantissa 


Radio Shack EC-4007. 
Does calculations for 
mean values, variances, 
standard deviations and 
more. 12.1 x 2.6 x 0.9cm. 


65-976. ...... 


MODE 


2) 9 Sa 
DEG RADGRA psd 


wy | 17x x! SX tog 10% In EX XP Me 


BOOOOoG 


+ 


pooooaSa 


a% X= Fix [t---6---)} SC! min NORM MR_ENG 
|\gaae 
: ix ix n x Gn ont 


BEEBE 
bu Ps Bs Pts 


37° 


Was $41.95 in 
1983 Catalogue 


© Power-Off Memory 
Retention 


50-Function Scientific 


Billfold Case 


Radio Shack EC-499. All the power you 
need for complex math problems. Six levels 
of parenthesis and independent memory. 
Random number generator. 13.1 x 7.1 x 
0.9cm. With long-life battery. 

65-655 


Radieshack 
LOD SCIENTIFIC CALCULATOR 


eae nama 


© Exponents to 10+99 


Low-Priced 
Scientific 


Billfold Case 


¢ 40 Function Keys 
¢ 5-Digit Mantissa 


Radio Shack EC-4008. 
Independent memory, 
automatic constant, 
degree/radian/grad 
switch. 
0.6cm. With batteries. 
65-977 


Prices Apply at Tandy Stores and Participating Dealers 


NEW LOW 
PRICE 


29°° 


© Six Levels of 
Parenthesis 
¢ Randon Number 


Carry Pouch 


42-Function Scientific 


Radio Shack EC-4006. Budget-priced, but 
has the power for complex calculations. Fea- 
tures 10-digit mantissa, 8 with 2-digit ex- 
ponents, standard deviation. Auto power-off 
with memory retention. 14.9 x 7.62 x 1.9cm. 
Requires two “‘AA”’ batteries. 65-975 . 29.95 


Calculator Desk 
Stand 
299 


NEW 
FOR’84 


18°° 


¢ Adjustable Angle 
¢ Non-Slip Feet 
Adapts handheld cal- 


culators to desktop 
use. 65-705 .... 2.99 


\i1 x G3 x 


THE BEST IN DESKTOP AND PRINTING CALCULATORS 


\ 10-Digit Impact Printing Calculator 
With 4-Key Memory 
NEW LOW PRICE 


119°° 


Was 
$129.95 
in 1983 

Catalogue 


Ink Roller Printer 
System Uses Standard Paper 


Radio Shack EC-3007. The convenience of an easy-to-read fluo- 

rescent display plus a permanent printed record. Decimal point 

placement, round-off and non-print controls. Features percent, 

profit margin and standard math keys. 5.7 x 19.1 x 23.5cm. 
ie” sample roll of paper. AC operation. 


NEW 
FOR'84 


4995 


ny we —— poedig eo eB ind 
eGR “yer ss : 
Be rec & 


a 


- Radio Shack EC-2005. 
_ With round-off, item count, 
=| “ square root, percent-of- 

Pee keys. 5.1 x 15.8 x 
, 19.6. Requires two ‘‘AA’’ 
' batteries. 


eeee ee eee 


Thermal Paper Plain Paper 


For continued support of early This low lint, register bond paper is 
designed to give you clear, pated 
printing. Keeps your printing mech- 
anism clean, too. For use with Radio 
Shack, as well as other printing 
calculators. 


model RS printing calculators. 


10-Digit Fluorescent Desktop 


Hand-Held 10-Digit LCD 
Printing Calculator 


NEW 
FOR'84 


4g°s 


Take It Along rae 
High-Speed Impact on 
Printing on Standard Paper colts oe oo oe oo 
Radio Shack Pelt cbse . oo 
printed record anywhere! Print. re " 
non-print selectable. 19.7 x 7.6 x ag 
4.4cm. eines Dario roll of ee ow 
paper. Requires four ‘AA’ bat- — r 
teries.65-951...........4 49.95 ao 
AC Adapter. ee 
MA-GG2T. 2 Soyo esas siein 10 oe 9.95 


39°° 


Gross Profit 
Margin and 
Percent-of- 
Change Keys 


Radio Shack EC-2001. Fixed or floating decimal, switchable con- 
stant, item keys. Requires two “‘D’’ batteries. 4.7 x 15.2 x 16.5cm. 
G5-G60 obs eee en iver cctassveweau canes: 39.95 


Budget-Priced Desktop 
With 8-Digit LCD 


2495 


¢ Full Floating Decimal 
¢ Percent, Square Root 


Radio Shack EC-2003. 
12.1 x 12.1 x 3.8cm. Re- 
quires two “AA” bat- 
teries. 65-662 ...24.95 
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Get It ‘On Credit” 


electro 
Electronic 
of Energy 


LEARN HOW — WITH OUR REFERENCE LIBRARY 


COMPUTER TECHNOLOGY 


Understanding Computer Science. Covers 
hardware, programming and languages—even 
operating system programs. 256 pages. 

BESO ecalay 605.4 ties» are, ncapaia, xcasw'6 4-0 3.95 
Understanding Digital Electronics. Explains 
digital electronic devices, circuits, and systems. 
AO pages: 6222010 sci. np were 4.95 


Understanding Microprocessors. Learn what 
microprocessors are and how they can be used. 
IO Pages. G2-2007 .. ws ee cine wit 3.95 
Beginner’s Guide to Personal Computers. 


Explains hardware, computer terms. Illustrated. 
60 pages: 6220038 sic = wees os seas 2.95 


COMMUNICATIONS 


Understanding Satellite Communications 
Systems. Describes the basics of electronic 
communications. 256 pages. 62-2018 .. 3.95 
Introduction to Antennas. Easy-to-understand 
guide. Explains how CB, TV, radio, shortwave 
antennas are designed, how to choose and in- 
stall antennas. 128 pages. 62-2051 .... 2.95 


Save *392 


12° 


Reg. Separate 
Items $15.90 


Both 


For 


REFERENCE 


Electronics Data Book. An invaluable refer- 
ence book. Contains formulas, laws, math, and 
much more. 112 pages. 62-2040 ...... 3.95 
Electronics Dictionary. Definitions and illustra- 
tions of 4800 terms. A ‘‘must’’ for hobbyists or 
professionals. 112 pages. 62-2047 ..... 2.95 


Understanding DC Power Supplies. Compre- 
hensive study of power supplies: basic rectifica- 
tion, filtering, regulation and voltage multiplica- 
tion. For tech. students, hobbyists. Written by B. 
Davis, Telecommunications Division, RMIT. 

G2 50F ie che ine ejace cis s sisi araace ewe sate 13.95 


Making the Most of Your TRS-80 Color Com- 
puter. Quickly master one of the most powerful, 
versatile personal computer around. Written by 
Peter Vernon, you'll create a total understanding 
of TRS-80 Color Computer and have fun while 
YOUTSAM: 62*OS0S 5 as feca: acereiaye tiie acine a 15.95 


GENERAL 


Understanding Automotive Electronics. Ex- 
plains how electronics is applied in cars for fuel, 
speed, and emission control and instrumenta- 
tion. 288 pages. 62-1385............. 3.95 


Electronics 
Study 
Courses 
For Australian Studies 
of DC Power Supplies, 


refer to reference book 
62-9504 above. 


DC Circuits Volume I. 


Basic concepts in elec- 
tricity. 460 pages. 
62-2019 .. 


ricer 7.95 


DC Circuits Volume II. 
Advanced concepts. 508 
pages. 62-2020 ... 7.95 


Understanding Electronic Control of Energy. 
Learn how electronics solves energy problems 
by controlling it more efficiently, saving it, and 
finding new sources. 256 pages. 62-1386 4.95 


Understanding Solid-State Electronics. A 12- 
lesson, self-teaching course in semiconductor 
theory by the Texas Instruments Learning Cen- 
ter. 242 pages. 62-2035 .............. 4.95 


Guide to VOMs and VTVMs. Tells how to ser- 
vice radio, TV, hi-fi, Amateur and CB radios, and 
more. 96 pages. 62-2039 ............ 2.95 


Building Speaker Enclosures. Save money by 
building your own cabinets. Shows how to con- 
struct closed, ported, labyrinth, horn, PA and 
other designs. 192 pages. 62-2309 .... 5.95 


Understanding Automation and Electronic 
Control. Explains how electronics is helping to 
provide industrial automation to improve pro- 
ductivity. 256 pages. 62-1387 ......... 3.95 


Save *292 


Both 88 
For 
Reg. Separate 
Items $13.90 


AC Circuits Volume I. In- 
troduction to AC. 300 
pages. 62-2021 ... 6.95 
AC Circuits Volume II. 
Advanced concepts. 304 
pages. 62-2022 ... 6.95 


132 See Pages 146 and 147 for Books on How to Talk to Your TRS-80 


POWERFUL! HARD-WORKING POCKET COMPUTER 


TRS-80 Pocket Computer Model PC-2. A versatile, portable computer! It 
puts powerful features into the hands of engineers, business people, stu- 
dents, scientists—anyone with problems to solve on-the-go. Ready-to-run 
software loads from audio cassettes, or program it yourself. Our Extended 
Pocket BASIC language features 42 statements, with 34 built-in functions. It 
gives you two-dimension arrays, variable length character strings with exten- 
sive string handling, formatted printing and more. And it’s upward compatible 
with Radio Shack’s original Pocket BASIC, so many PC-1 programs can be 
keyed-in and run on the PC-2. The 2640-byte memory retains programs and 


PC-2 Combines Portability With 
Low Price for the User On the Go! 


319° 


e Measures Only 2.7 x 19.5 x 8.6cm 
¢ Weighs Just 397g 


e Programs in Easy-to-Learn Extended 
BASIC Language 


¢ 7x 156 Dot-Matrix LCD for Graphics 
and Alphanumerics 


© 2640-Character Memory Retains Data 
When Power Off 


data even with power off. And you can expand the memory capacity with a 
plug-in 4K or 8K RAM Module. The 26-character Liquid Crystal Display is fully 
dot-programmable for graphics over its complete 7 x 156 dot matrix. The 65- 
key keyboard features a typewriter layout and 10-key datapad with 18 pro- 
grammable key functions and 18 user-defined label keys. The built-in 
real-time clock is accessible from BASIC or the keyboard and provides month, 
day, hour, minute and second. There’s even a programmable variable tone 
beeper. Requires four ‘‘AA”’ batteries. 

26-3601 


Take It Anywhere You Need 
On-the-Spot Data Printing 


. 


PC-2 Printer/Plotter/Dual Cassette Interface. This superior accessory 
turns your PC-2 into a powerful, completely portable computer system. You 
can take it with you wherever you go—on business trips, to meetings, out in 
the field—anywhere! You can plot superbly detailed 256 x 4096 XY four-color 
graphics, and print upper and lower case characters in nine different sizes 
using easily replaceable ballpoint mini-pens. The printer adds 25 commands 


NEW 
For'84 


299°° 


Plugs Into 
PC-2 or Printer 


Math Pak I. 26-3709 


Allows the PC-2 to use most RS-232 devices. 
Built-in communications program lets you ac- 
cess information networks. Includes built-in 
rechargeable batteries and adapter/charger. 
720 CUS CICACA ROME EDITED LONE ACE SRC i 29 


Games Pak. 26-3702 


See Your Nearest Participating Tandy Outlet for the Latest Software Releases 


Ewe BELULeErBeeage 

csoceeuceceuee. 
coal ‘nate Swi wow 
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Fit Your PC-2 With Our Superior Four-Color 


Printer/Plotter/Dual Cassette Interface 


279°° 


¢ Create Full XY-Axis Graphics With Special 
BASIC Statements for Drawing and Plotting 


¢ Prints Graphics and Alphanumerics in 
Four Colors—Red, Blue, Green and Black 
¢ Store and Load Programs and Data 
Using One or Two Cassette Recorders 


e Adds 25 Commands and Statements to PC-2 BASIC 


— 


and statements to Extended Pocket BASIC to make plotting quick and easy. 
Dual cassette operation allows data to be read in from one cassette, updated 
and stored on a second cassette automatically. Features built-in self-test and 
rechargeable batteries that also power the PC-2. Includes AC adapter/charger, 
paper, pens, cassette cables and manual. 

6-3605 


RS-232C Interface for the PC-2) Ready-to-Run PC-2 Software 


Personal Finance. 26-3700 
Business Finance. 26-3703 
NEW! Investment Analysis. 26-3712 ... 79.95 


Math Pak II. 26-3710 
Math Plotter. 26-3711 
NEW! Statistics. 26-3704 
NEW! Chemistry Math. 26-3708 

NEW! Pocket Organizer. 26-3706 
NEW! Flight Planner. 26-3707 


Accessories for Your PC-2 


NEW! Getting Started on the PC-2. Easy-to-read 
tutorial manual covers commands and program- 
ming tips. 26-3620 13.95 


Carry Case. Holds printer (with PC-2 installed) 


‘bik Digs Beer cr 19.95 and AC adapter/charger. Padded vinyl. 

Fetes eens 19.95 26-3608 ............2.....0.0...... 49.95 
beeen eee eee eee 19.95 Replacement Pens. 3 black. 26-1480. . 4.95 
bette ee eee 49.95 Replacement Pens. 1 each: red, green, blue. 
mage te 24:95 26-1489 ee or I ee aS 

Sine 34.95 Printer Paper. Cash register-type. 5.7cm wide. 
Ser ae 39.95 26-3606 .....................6 Rolls/4.95 
Hindle SE Ret" 4k Og 24.95 4K RAM Module. 26-3615............ 99.95 
Pe hating 19.95 8K RAM Module. 26-3616 .......... 189.95 


16K TRS-80 Model 4. The affordable personal computer that’s ideal 
for beginners—it’s easy to use and hard to outgrow! This new TRS-80 
features 16,000 characters of internal memory, a typewriter-style key- 
board, and a 12-key datapad for fast numerical entry. Displays 32 or 64 
upper and lower case characters per line, and includes automatic 
scrolling, a screen print command, repeating keys, a real time clock, 
and printer interface. Model III BASIC, contained in ROM, gives you 
superior programming features. There’s 16-digit accuracy, multi- 
dimension arrays, a program line editor, definable cursor, comprehen- 
sive string handling, 255-character program lines and string variables, 
automatic line numbering, machine language user calls, scroll pro- 
tect, 23 specific error codes and even a special graphics character set. 
Save your own programs and data on cassettes with an optional 
recorder (below). Use our ready-to-run software to set up a household 


Computer Recorder 


26-1122 


tem to Model 4. 26-1123 


Designed for 


89° 
The TRS-80 


Ideal for loading and recording pro- 
grams and data on cassettes. In- 
cludes cable. AC operation or 4 ‘‘C’”’ 
batteries (not included). 

26-1208 


nal disk storage. 26-1163 


26-1148 


charges. 
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Expansion covers simulate disk drives. 


TRS-80 Model 4 Expands to Meet Your Growing Computing Needs 


Expansion Options 
64K RAM Kit. Expands internal memory from 16K 
to 64K. Also upgrades 64K to 128K. 


Model 4 Upgrade Kit. Converts Model III disk sys- 


Model 4 Disk Drive 0. Converts Model 4 cassette to 
Model 4 disk system. 26-1127 1149. 

16K RAM Kit. Model III only. 26-1102 ... 
Model 4 Disk Drive 1. Adds another 184K of inter- 
fe aes 599.00 
RS-232C Serial Interface Kit. Lets you use serial 
devices, such as a modem to communicate with 
other computers over the phone. Includes cable. 
a iene aes b 159.95 


Computer upgrade kit prices do not include required installation 


START COMPUTING WITH 
THE EXPANDABLE 
AND AFFORDABLE 

16K TRS-80° MODEL 4 


1799" 


¢ Self-Contained Desktop Unit 
In a New White Cabinet 


Cassette-Based 
Model 4 


¢ Huge Library of Ready-to-Run 
Software Available 


* High-Resolution 30.5cm 
Green Phosphur Monitor 


aS 
* Displays 16 Lines of 64 Upper and Lower Case 
Characters 


¢ 70-Key Keyboard with Numeric Keypad 
¢ Contains Powerful Model III BASIC Language 
¢ Printer Interface « Expands Easily as Needs Grow 


budget, computerize your club’s mailing list, teach your kids, play 
exciting computer games, and much more! Model 4 can analyze 
statistics and even become an incredibly low-cost word processor. 
There are also languages and utility programs for both the beginning 
and advanced programmer. The possibilities are almost limitless! And 
as your computing needs grow, Model 4 can keep pace. This cassette- 
based system expands easily to 48K or even into a full-powered 64K 
disk-based system to take advantage of all the new Model 4 disk 
features described on page 136. Just add internally a64K RAM kit and 
Model 4 Disk Drive 0 (below). You can also add accessories like a 
printer, plotter, digitizer, telephone interface and external floppy disk or 
hard disk drives. Includes easy-to-use 340-page beginner’s manual to 
get you started in programming. 

PO-ROGT e550 sth eth eked eae eee ER EY Beaty 1799.00 


199.95 


1299.00 


59.95 


External Disk Drives 


Disk Drive Kit 3. 26-1164 
Disk Drive Kit 4. 26-1161 


Available But May Not Be Stocked in All Tandy Electronics Stores and Participating Dealers 


QUALITY CASSETTE SOFTWARE FOR MODEL 4/III/I 


Business Entertainment 
SCRIPSIT® Word Processing. Microchess. It’s you vs. the com- 
Cassette version of our popular word puter in the classic game of strat- HAUNTED -¢ 
processing program! Compose and egy. 26-1901 ............ 39.95 oe HOUSE ; 
edit text on the video display, then —_ Flying Saucers. It’s 1999 and the 2 Be 
print correction-free documents with —_ sky is darkened with spy saucers. “hal 
optional printer. Save text on cassette Be ahero and shoot them down with ; 
for later use. Features include cen- your laser cannon! 
tering, chaste footers and more! 56.1995 19.95 
Lets you find or replace specified 9. 20 
bisa too. 26-1505 s Lae . 59.95 Pyramid. Explore the unknown 


passages of a forgotten Egyptian 
tomb in search of hidden treasure! 


Cassette Mailing List. No more 


searching through address books! 26-1909 ........-.-- +55. 29.95 
Now you can keep an updatable file of Haunted House: 2621910 ene ci SSG all 19.95 
names and print labels (with sep printer). Print entire ep or joan Space. Warpi26-1912 oi cic ie ere ereneeett s cuainuaeceral inti 29.95 
Zip Code, company name or other criteria. 80 names per data file with 1 Paddle Pinball. Audio amplifier optional. 26-1914 ............. 19.95 
ata gy si cl ia et ep le ne el oP Mabe Ti PCS 29.95 
Budget Management. A terrific, low-cost way to keep up with and control Gammon: Gambler 26-1916 aie eile 39.95 
your home budget. It’s versatile and easy to use. Records up to 60 budg- Bocas: 26-1907 oh ee ee 29.95 
eted accounts with 25 cash expenses, plus 20 savings transactions and 50 P . 
checks per month. Prints various reports using an optional printer. Cassette rogramming 
REM a TOUS sie cial ee iilel a eve’ aleup icine 'e (ore sieve = onre(Gas eae ales ae, el 39.95 DEBUG. For entering, testing and debugging machine language programs. 
26-2000 oe hee cee ee Lee eerie Toney) Scan se 39.95 
Advanced Statistical Analysis. Ideal for business, education, administra- Series I Editor/Assembler. For assembly language programming. 
tion. Programs include random sample, descriptive statistics, histogram, DDT tea oe teres eR ety NOE ACE ENA CG 59.95 
frequency distribution, analysis of variance, and much more. Cassette and Model III BASIC Tape Instruction Course. Introduction to BASIC pro- 
ub lng spaiialaallahd tld ale i eee ett ca Mckee ia Kae cata 79.95 gramming. Eight lessons. Model III/4 only. 26-2015............ 49.95 
Tiny Pascal. Introduction to this structured programming language. Model 
PROGRAM REQUIREMENTS: All programs will run on Model I, III or 4 IIl/4 only. p72 1 VRRP eee Ue EHC ORR EP MER RU AHR OMIM EA 49.95 
unless otherwise noted. Disk = 32K 2-Disk. Cross Reference Utility. For building a cross reference table for any BASIC 
PFOGPAM: 2E-2OOS eee aol ie cs elaine ie le AVN olor utenti 19.95 


Use Only Genuine TRS-80 Computer Accessories and Furniture 


TRS-80 Acoustic 
Coupler/Modem 


169°" 


429° ao | 349° 


: i 
Your telephone can now bring Provides Sturdy Support for System 
vast quantities of computer- 
stored information across the Peripherals Cat. No. | Price Model 4/III System Desk. Spacious Printer Stand. Matches system desk. 
world and right into your office or 26-517 6.95 and attractive—perfect for office use. Slotted top for bottom-feed printers. Easy 
home! The TRS-80 Acoustic External Disk Drives | 26-502 | 12.95 ct assembly. 68.6 x 122 x 68.6cm assembly. 68.6 x 59.7 x 48.3cm 
Coupler doesn't only receive, it Se TRB Be SHURE BOASOE ay ok ncetterawen 169.95 


can also ‘converse’. Simply place 
your handset into the Acoustic 
Coupler whilst the coupler is plug- 
ged into your TRS-80. Tandy’s 
unique flexible coupling gives 
physical compatibility with most 
modern handsets. It can be 
powered from either your TRS-80 
or by a plug pack common to 
most calculators. 

TRS-80 Acoustic Coupler/ 
Modem puts the knowledge of 
the world at the end of your 
phone!26-9402 ....... 429.00 


Printers 
[P Vill 
DMP- 200 26-522 | 7.95 


Daisy Wheel IT 26-508 


Daisy Wheel II 

and Tractor 26-516 
: 26-520 
- 26-527 


Lae 35 | 
6-518 6.95 
26-531 | 8.95 


Space-Saving 
Computer Table 


A perfect ‘‘beginner’s” desk for 
anyone just getting started. 
Lots of versatility at a low price! 
Small enough to let you set up 
your system nearly anywhere, 
but large enough for the 
TRS-80 Color Computer or 
even the Model 4. Easy to as- 
semble. 68.6 x 122 x 61cm 

26-13245 35 ie as 169.95 


169°° 


Ideal for Home 
Or School Use 
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Look at These Model 4 Disk Features: 


¢ New Styling— White Cabinet, New Keyboard With CONTROL, 
CAPS, and 3 Function Keys 


¢ Full 80-Column by 24-Line Green Phosphur Display for 
Word Processing and Large Spreadsheets 


¢ 64,000-Character Memory is Expandable to 128,000 
Characters and Can Be Used As a Super Fast 
RAM-Based “Disk Drive” 


¢ New High-Speed (4 MHz) Gives Maximum Efficiency in a 
Personal Desktop Computer 


e Runs Thousands of Model III TRSDOS®, LDOS™ and 
CP/M Plus® Programs 


¢ Features All New Microsoft® BASIC and TRSDOS 6.0 
e Job Control Language With Sound Alerts 

¢ Built-In Print Spooler and Parallel Printer Port 

¢ One or Two Double-Density Drives—184K Each 


DISK-BASED MODEL 4 ATA 
PRICE YOU’D NEVER EXPECT 


*% 3299° = 2799” 


TRS-80 Model 4 Disk System. Compare the price and the standard 
features of this all new Model 4 to any other computer in its class. 
You’ll find that for power, versatility and convenience, it is a true 
breakthrough! 


Amazing Versatility. The Model 4 can run all TRS-80 Model Ill 
TRSDOS® programs (in Model III mode) without change, as well as 
LDOS™ and CP/M Plus® programs. This means that Model III own- 
ers can upgrade to a Model 4 without making their present software 
obsolete, and have at their disposal thousands of different applica- 
tions. Because of its 64K memory and 80 x 24 display, you'll find 
Model 4 perfect for business applications—like forecasting and 
analysis, word processing and more (see below). 


Advanced Features. There’s ‘““MemDisk”, which lets you use extra 
memory as a super-fast disk drive. The result? Keystroke-quick 
responses instead of time-consuming disk access. A software print 
spooler lets you print out a job at the same time you're using Model 4 
for other tasks. The Job Control Language allows you to set up a 
whole series of operations for your Model 4 to perform without 
supervision. There’s even an advanced host/terminal program. 


Easy Expansion. Internal memory is expandable to 128K. For large 
applications, add up to four drives or choose our 5Mb Hard Disk 
System (at right). Comes with Microsoft® Disk BASIC and TRSDOS 
6.0 operating system, owner’s manual, reference card, comprehen- 
sive programming manual, and an introduction to your computer that 
gets you started immediately. 31.8 x 47.9 x 54.6cm 

GAR 2-DISKE 26-1069 eric mies len die ell aN 3299.00 
GAIT DISKHaO- Opti rre rre ies cg cra es aia ls sual lta nuts 2799.00 


VisiCalc/Registered TM VisiCorp. Microsoft/Registered TM Microsoft Corp. 
LDOS/TM Logical Systems, Inc. CP/M Plus/TM Digital Research, Inc. 


Disk Software for Model 4—Especially for Busy Managers 


Word Processing Programs 


SuperSCRIPSIT. I/III/4 This powerful word pro- 
cessing program lets you prepare memos, letters 
and reports, then print as many correction-free origi- 
nals as you need with an optional printer. Depending 
upon your choice of printer, SuperSCRIPSIT sup- 
ports proportional-spaced printing, multiple line 
‘spacing (including half-space), underline, double un- 
derline, boldface, super and subscript and multiple 
columns. It also includes a “help” facility. Ten user- 
defined keys—each storing up to 127 pre-defined 
keystrokes—can be used to recall frequently used 
words, phrases or commands. Model 4 owners can 
use the full 80 x 24 screen display and reverse video 
to aid in editing text. (Model 4 version available 
10/30/83). Includes training manual and audio cas- 
sette course with reference manual and card. 

20-1990 6 ec a es oe es eas 299.95 


Data Base Management 


Profile® III Plus. III (0) Our most ver- 
satile electronic filing program allows 
you to create your own personalized 
data base to store and retrieve virtually 
any type of information. Stores up to 700 
records of 255 characters in length ona 
2-disk database, 2100 with 4 disks. Cre- 
ate 99 fields per record. High speed ac- 
cess using up to 36 fields as search 
criteria. A math package performs arith- 
metic operations and updates other 
fields. Tailor five data entry screens 
to match your needs. Prints custom 
reports and mailing labels. Merges 
with VisiCalc® (26-1569) and 
SuperSCRIPSIT. Operates only in 
Model III mode. 26-1592 .... 299.95 


NEW! Hard Disk Version. III 
26-1593 ...-.......2.. = 349.95 


Forecasting and Analysis 


NEW! Model 4 Enhanced VisiCalc. 4 (E) 
This versatile management and engineer- 
ing planning tool can now display more of 
your worksheet on Model 4’s 80 x 24 
screen. A Model 4 can handle even larger 
worksheets, too, using its full 128K mem- 
ory. You define the formulas, enter the fig- 
ures and VisiCalc performs all calculations 
automatically. Change any value or for- 
mula, and VisiCalc instantly updates every 
related number! You can view countless 
“what if...” situations in seconds. Entry 
editor modifies formulas and labels without 
re-entering them. Logical and comparison 
operators perform testing and branching. 
Optional printer allows printing of any por- 
tion of your worksheet. 26-1520 . . 299.95 
Enhanced VisiCalc. III 

26-1569 
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MORE EXCITING OPTIONS FOR MODEL 4/IlI/I 


New Low Price! 5-Megabyte Hard Disk 


Primary Drive 


3995” 


Secondary Drive 


3595” 


High-speed access to 5 million characters (20 megabytes with three 
additional units). Compatible with Model 4/III/I software. 


Primary Drive. I/III/4 (A) Includes Hard Disk Operating System with 
roe endimantial: 26-4130 vice ek ayes aed « eso 3995.00 


Secondary Drive. I/III/4 (A) 26-1131 ............... 3595.00 


Model I Adapter Kit. Requires Expansion Interface, 32K memory, 
Disk BASIC. May require installation (not incl.). 26-1132 .. 69.95 


Add Superb 
High-Resolution 
Graphics 


‘gt 429° 
¢ For Business, Engineering 
And Entertainment 
¢ Simple Graphics BASIC 
e Draw Lines « Fill Spaces 


NEW! Model 4 High-Resolution Graphics. 4 CE) Turns your display 
into a ‘‘sketch pad” to create sophisticated business tables, charts, 
maps, graphs, illustrations, geometric patterns and animation! The 
153,600-pixel display allows amazingly fine detail, and the Graphics 
BASIC command structure is a snap for anyone. Includes manual 
and diskette with subroutine library. 

26-1126. Available Nov.’83.............0. 0.000000 429.95* 


High-Resolution Graphics. III Ao Me 4 599.95* 


* Requires installation, not included. 


A Variety of Quality Programs Available To Meet Your Software Needs 


Business, Accounting and Inventory 
_ General Ledger I. I/II) For small business with up to 100 


Operating Systems and Programming Languages 


- accounts. 240 entries per session, up to 1830 per month. 


SR ere A abn UNS i Micke ea 149.95 NEW! CP/M Plus®. 4 (E) CP/M 2.2 compatible. 26-2216 ........ 199.95 
i : ; NEW!CBASIC®. 4 CED 26-2207 ais sa ee isla ci ibraade eal 149.95 
Accounts Payable I/Ill (0) Prints register, cash flow 
analysis, scliviy summary. Holds 75 vendors with 1000 NEW! PASCAL. I (D) III 75 OY a 6 ROSSA ed lB NC gr 299.95 i 
transactions or 200 vendors with 800 transactions per COBOL. I/IIl GO) 26-2203 ee a 299.95 
FEOREN ODO OR ale ald viele c o.s ain.evieeies wie niale's 6s 229.95 FORTRAN: ITT (0)°26-2200 5 ee ee Sey Sans 149.95 
Accounts Receivable I/Ill (0) Monthly statements, activity ; 
analysis, automatic totals for your company’s General NEW! BASCOM. III (D) Compiles Model III BASIC programs. 
_ Ledger. Access to accounts for updating/deleting/prin- DE=2240 ee oi Aedlee seks DRE cea ON Peer alle al e/5 249.95 
ting. Holds 300 customers with 1000 transactions or 100 
customers with 2000 transactions per month. Editor/Assembler. I/III (A) 26-2013 ........ 00... cee eee ees 69.95 
26-1555 1... eee eee eee eee eee ees 229.95 NEW! LDOS™. III An advanced operating system. 26-2214 ...... 179.95 
Inventory Control I. I/II 26-1553 ........ 149.95 Model III TRSDOS 1.3 Replacement Diskette. Includes BASIC. 
Manufacturing Inventory Control. I/II CE) PTS A eee rae ae Mes io ye a pene URN Ara leet IDNA Mele 19.95 
I LN. re, 299.95 
Business Mailing List. I/III (6) 26-1558 ...... 149.95 NEW! TRSDOS 6.0 Replacement Diskette. For Model 4. Includes Microso 


_ More Software to Streamline Your Work 
Business Graphics Analysis Pak. III (D) Create pie, bar, 


BASIS 2O53 1s ec cocaine sl crarsts Mecmeneam at iamaruiNah onal) iscviol Cela oun 19.95 


line or scatter charts. 26-1597............... 299.95 Fascinating and Challenging Disk Games 
_ Time Manager”. III (D) 26-1582 ............ 149.95 
Project Manager™. III (D) 26-1580 .......... 149.95 ON te ee 
Personnel Manager”. III (D) 26-1581 ........ 149.95 ee 
VisiCalc Business Forecasting Model™. III ; ays 
eee) en 149.95 ZORK™. III (A) Find treasures in this mind-boggling adven- 
ture Game: 26-1951... 6.3... ee, 69.95 
Minimum Hardware Requirements for Disk Programs Xenos. I/III (A) Seek and destroy whatever has wreaked 
III = Model III (A) 32K 1-Disk (C) 48K 1-Disk havoc on the town! 26-1955 ................. 49.95 


I/III = Model I or III 
V/IIl/4 = Model I, III or 4 
4= Model 4 only 


(B) 32K 2-Disk (D) 48K 2-Disk 
(CE) 64K 1-Disk 


PFS/Registered TM Software Publishing Corp. Time, Project, Personnel Manager/TM Image Producers. VisiCalc Business Forecasting Model/TM VisiCorp. 
STOCKPAK/TM Standard & Poor's, inc. Micro/Courier/Registered TM Micro Comm, Inc. CBASIC, CP/M, CP/M Plus/TM Digital Research. LDOS/TM Logical 
Systems, Inc. ZORK/TM Infocom, Inc. Monty/TM Ritam Corp. Monopoly/ Registered TM Parker Brothers, Inc. Scrabbie/Registered TM Seichow & Richter Co. 


All Model III Software Packages Operate on a Model 4 in Model III Mode. 137 


COMPLETE YOUR TRS-80 SYSTEM WITH A PRINTER 
Fully-Addressable Dot-Matrix Printer 


499" 


Bit-Image Mode 


Color Graphics Printer 


349° 


¢ Ultra-Compact 


Allows Printing ¢ Uses Easily 
of High-Density Replaceable Ink 
Graphics Cartridges 


DMP-100. This low- -cost printer gives you black and white graphics printouts 
of Color Computer screen displays. Prints 7 x 5 dot-matrix upper and lower 
case characters on a 20.3cm line, with underline capability. Print 50 
characters per second at 10 characters per inch (80 columns at 27 lines per 
minute), or select expanded at 5 cpi (40 columns). Adjustable tractor, 11.4 to 
24.1cm. Uses up to 24.1cm fanfold paper. With 480-byte full-line dot butter. 
Selectable parallel and Color Computer- -compatible serial interfaces 
(600/1200 baud). Includes ribbon cartridge. 26-1253 99.00 


CGP-115. Create beautiful graphics in red, green, blue and black, plus print 
alphanumerics. Built-in commands make it easy. Text mode prints 40 or 80 


characters per line at 12 characters/sec. 7.5 x 21 x 21.6cm. 
DOTA aikia cc igcalnjo's uia'e o)e ele coajoicvsye vcasety Olerern a, ono suai lerier nj ainiat'sl ini wig 349.95 


Black: Pens: 26-1480 5... sca lata and osm otal Swany ‘Set of 3/4.95 
Colored Pens. One red, green and blue. 26-1481 ......... Set of 3/4.95 
Rol HPaper. 11. 4cm wide. sieeass wisibtenetainla siotetale aisle ration sii's Pkg. biases 95 


Versatile 24.1cm Dot-Matrix Printer 


DMP-200 


899” 


DMP-200. 
modes! Bi-directional, 
120 cps at 10 cpi. ‘Adjustable tractor. Parallel au Color Computer- 


compatible serial interfaces. POMBO oa a2o' acsvitmen see agarose 899.00 


Word processing, bit-image 


eo and data processing 
logic-seeking h 


prints 10, 12 or 16.7 cpi; 


Low-Cost “Letter-Quality” Printer 


Interchangeable 
100-Character 
Print Wheels 


DWP-210. For that “professional look”! Select 10 or 12 characters per inch, 
or proportional pitch. Prints over 200 words per minute (18 cps) at 10 cpi. 
Prints original, plus two copies. With 1/120” space and '/4s” line feed. Ribbon 
End, Cover Open and Paper Empty Son: Includes carbon ribbon and 


Courier AO pintwheel, ZO-1aS ls 4s ook as oe os os ee 1299.00 
DWP-210 Courier Print Wheel. 10 pitch. 26-1467............. 14.95 
DWP-210 Elite Print Wheel. 12 pitch. 26-1468 ............... 14.95 
DWP-210 Venezia PS Print Wheel. 26-1469 ................. 14.95 
DWP-210 Bi-Directional Tractor Feed. 26-1443 ............. 199.95 
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INSIST ON TRS-80 ACCESSORIES AND SUPPLIES 


Make the Right Connection TRS-80 Computer Tapes and Diskettes—Certified for Excellence 
With Tandy Cables Certified TRS-80 Diskettes 


Our diskettes are made to the most rigid standards in the in- 
dustry. They’s double-coated with an advanced ferric oxide 
blend that produces maximum lubrication and resistance to 
diffusion. Certified free of defects. 

13.3cm Uniformatted Diskettes. 


Single-sided, double-density, 40-track, 
soft-sector. 


Cassette Tapes 


Standard Parallel Printer Cables woe Single Diskette. 26-305 ....... 8.95 
For Model I/III/4. 1.8m.26-1401 ............ 59.95 —— Diskette 10-Pack. 26-406 ..... 69.95 
For Model II/12/16/ 3.6m. 26-1323 .......... 69.95 20.5cm Unformatted Diskettes. 
Double-density, 77-track, soft-sector. 
Cassette Recorder Cable Single-Sided. 
Model I/III/4/Color Computer. 26-1207 .... 8.95 Diskette 10-Pack. 26-4906 ............ 00 ccc cece eee ees 79.95 
Color Computer Double-Sided 
ee atiene mebibs C-20 Certified Cassette | Diskette 10!Pack. 26-4960.............0.0..0eceee ee. 119.95 
To Printers and Modems. 26-3020 6.95 Tape. With specially reinforc- 13.3cm Diskette Replacement Labels. 26-307 ....Pkg. of 50/4.95 
Eepeciall : edends. 26-301 ......4.95 | 20.5cm Diskette Replacement Labels. 26-4908 .. .Pkg. of 50/4.95 
saa poek [Sibel Also for Model I special earl P' . ..-Pkg.o . 
‘i inte ace RMRDMER Gav C aus teal Ne c:.s. 6 io x: 0 in teed a 
To RS-232C Ports. 26-3014 ............. 24.95 Data Storage Media Last Longer If rey Protected 
E 
aie New! Model 100 Cable 
Parallel Printer. 26-1409 ............ 24.95 


RS-232C Serial Interface Cables 
For ae III/4/12/ 1.5m ribbon. 


“1 RI Cd te ena SL Weer eee 39.95 = 
For Sah II/16. 1.5m round cable with terminator. 4 . 
MOPARS ioc cc cnet ce ens msaneess 79.95 Diskette Storage and File Boxes 
i : Rezeec c soli Prd gona Allows use of po on Protects up to ten diskettes. Index is always visible. 
RS-232C ary Connect ee dies 1). ccaees Disk and Cassette Binder [A] 20.5cm Diskette Storage Box. 26-4952 ...........0.eeeeeeee ens 9.95 
Cy Null Modem Adapter. 26-1496 ........... 49.95 [A] Universal Data Binder. 3-ring \B) 13.3cm Diskette Storage Box. 26-1321 ...... 0.0 c cece cree ee eeee 9.95 
Extended Lengths With DB25 Connectors ee I ee a Oe File Boxes each hold 50 diskettes. With index dividers. 
ig ette envelopes. 26-1310 ..... 12.95 
PRUE ROR both usc ee. yes, «yp fovapviats 49.95 ; (C] Program Pak File Box. Holds 16 Program Paks or cassette boxes. 
2 A SEC CAD si aegis 59.95 Disk Envelopes. Convenient storage. SETSTR Cee re ae oe Lae ca ecih ch sation sanitemaeeitts 79.95 
MAP ONOB AO? ce eco c ees cen eve 74.95 (C] 13.3cm. 26-510 ..... Pkg. of 10/13.95 [D] 13.3cm Diskette File Box. 26-1453 ....... 0.0.0 cece cence eens 59.95 
PROM 2G=1A09 2 os) hehe a coe YES 109.95 {D) 20.Scm. 26-4907 ... .Pkg. of 10/15.95 [E] 20.5cm Diskette File Box. 26-4953 ........ 0. cc cceeneeneeeeees 69.95 


Diskette Head Cleaning Kits TRS-80 Programming Aids | Stock Up on Convenient Fanfold Printer Paper 


Improves operating relia- | [Al _———— re NEW 
bility. Two reusable clean- B FoR'84) 
ing disks, one bottle Ac .y 
cleaning solution. et _— (Cl f ==s 
ote Years) os 
Bogm Prive kit. 40.95 | (A) Worksheets. 26-2105 .. 100/6.95 = 
20.Sem Drive Kit. 8) Ruler. 26-1313 ............ 5.95 Computer 
26-4909 ......... 39.95 C) Template. 26-1312 ......... 6.95 Sear Compute. i 
— a Pane er 
Screen Cleaner Anti- 4. Printer Roll Paper 
a vie Static For TRS-80 printers no longer in stock. 
eye strain. | Spray ee rp Size Design | Quantity | Box | Cat. No. | Price 
With 50 | Use on car- Hee yoo | ai suib2. | 26-1402 [2/29.05 (mmm) 
pre-we pet, etc. to Chic Printer Electrostatic lop sang ss9 a 241 x 279 | Blank White | 900 Sheets | Tote 26-9316 49.95 
Nett and | eliminate 26-1153 42mmx39.6m| “" 241x279 | BlueH/S | 1000 Sheets | Tote 26-9317 39.95 
ML GE Quick Printer IT | Electrostatic | 56 4442] 9.95 381 x 279 | Blue H/S | 900 Sheets | Tote 26-9315 29.95 
aad soe 26-1155 6mmx22m | f : 
208 ae Arr 228mm | 26-1407 | 14.95 (26-9316 has ‘‘invisible'’ vertical edge perforations) 
Reduce TRS-80 Screen Glare Data Binders Fanfold 
Anti-Glare Panel. Opti- Mailing \ 
cally-coated glass for Labels 
Model I/II/III/4/16. 
O6-1A57. (is. Go 59.95 fo’ 
vn LAS [————— 
NEW 
For'84 


Anti-Glare Mask. Nylon 
mesh. 26-511..... 29.95 


NEW! 1-Wide. Pressure-sensitive Pkg. 
700-0505. 381mmx279mm ..... 3.49 | 4000.26-1404 ..........000 ee 49.95 
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TANDY MAKES PRINTING FAST AND EASY 


“Letter Quality” Dot Matrix Printer 


2699" 


DMP-2100. Delivers 
high-speed for data pro- 
cessing, high-resolution for 
dot-addressable graphics, and a 
word processing mode with print quality 
that rivals a Daisy Wheel! Prints 32,400 dots per 
square inch. Change pitch and font within your text 
without changing printwheels. Prints 160 cps in DP 
mode, 770 words per minute in WP mode. Measures 
Just 14.9 x 55.1 x 38.1cm. Available 30/1/84. 
QONZO0) ae caks ews aa TRICHY Hees 2699.00 


High-Performance Business Printer 


NEW 
FOR'84 


DMP-500. Prints a full 
132-column line at 78 
lines per minute (220 
cps). Data processing, 
word processing and 
graphics modes. Bi- 
directional, logic- 
seeking print head. 
Removable tractor ad- 
justs from 10.2cm to 
38cm. Paper and form- 
feed controls. 19.5 x 
62.5 x 40.3cm. 

26-1252 0.0 0 a 1999.00 


Daisy Wheel Printer Accessories f 


c] 


Just snap into place to use fanfold paper. Keep pin-fed labels, preprinted and multi-part forms in 
perfect alignment. Bi-directional for accurate printing control. Quick, easy installation and removal. 


]Bi-Directional Tractor Feed for the DWP-410. 26-1459............0.cceceeeeees 299.95 
(5) Bi-Directional Tractor Feed for the Daisy Wheel Il. 26-1447...............0.0005 389.95 
(] Auto Sheet Feeder for the Daisy Wheel Il. 26-1448...............ccccueeeeace 1650.00 


Versatile “Triple-Mode” Printer 


“Letter-Quality” Impact Printer 


2299" 


1799" 


Daisy Wheel II. Our 
best formed-character 
printer. Prints over 
500 words per minute 
with that crisp, clean 
“electric typewriter” 
look. Interchangeable 
print wheels and select- 
able print densities. 
With Courier 10 print 
wheel, ribbon. 20.3 x 
62.3 x 39.4cm. 

26-1158..... 2299.00 


DWP-410. Prints 300 
words per minute. Se- 
lect 10 or 12 characters 
per inch, or proportional 
pitch. Forward and re- 
verse line feed, under- 
line and programmable 
backspace. With 
Courier 10 print wheel, 
ribbon. 20.3 x 58.4 x 
33.1cm. 

26-1250..... 1799.00 


interchangeable Print Wheels 
Let You Print With Style 
Printer Wheel DWP-410} Price DW-II Price 
A. Courier, 10 pitch 26-1430 | 49.95 26-1420 | 39.95 
B. Prestige Elite, 

12 pitch 26-1431 | 49.95 26-1421 | 39.95 
C. Madeleine PS 26-1432 | 49.95 26-1422 | 39.95 
D. Cubic PS 26-1433 | 49.95 26-1425 | 39.95 
E. Tile Italic, 12 pitch 26-1434 | 49.95 26-1426 | 39.95 
F. OCR B, 10 pitch 26-1435 | 59.95 26-1435 | 49.95 
G. Letter Gothic, 

12 pitch 26-1436 | 59.95 26-1436 | 59.95 
H. Cubic 15 26-1438 | 59.95 26-1438 | 59.95 
|. Bold PS 26-1439 | 59.95 26-1439 | 59.95 


not included. 26-1498 


SW-302 Parallel Printer Switch. Connect two printers 
to one computer, or two computers to one printer. Cables 
Pion Geen cry aoe 169.95 


Replacement Ribbons 


1499 


Printer Ribbon | Character Life 

LPI, II, IV Fabric Pack 1 million 26-1410 

LP Ill, V Fabric Cart. 2 mil 26-1414 

LP VI, VIII, DMP-400, 420 | Fabric Cart 26-1418 

LP VII, DMP-100 Re-inking Fabric Cart 26-1424 

© Low-Profile Styling DMP-500 Fabric Cart 26-1482 
¢ Prints 140 CPS at 10 CPI DMP-200, 120 Fabric Cart 26-1483 
DMP-420. New double-wall cover design aids in noise reduction. Prints CFS SEN. 129 eee ped 
DMP-2100 Fabric Cart 26-1442 


132-column line at 51 lines per minute. Features word processing, data 


OW II, DWP-410 


Carbon Film Cart. Multi-strike 


26-1419 


processing and dot-addressable graphics modes. Removable factor 


allows use of 10.2cm to 38cm fanfold paper. Prints original, plus two DW II, OWP-410 


Fabric Cart. Black 


26-1449 


copies. 16.5 x 34.6 x 65.1cm. Available 30/1/84 DWP-210 


Multi-strike Cart. 


26-1445 


MOIR ON iio se es ass wa ees eu de oe oe es 1499.00 DWP-210 


Fabric Cart 


26-1458 
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Cables and Supplies for All TRS-80 Printers Are Available at Your Nearby Tandy Stores 


TRS-80®° —THE WORLD LEADER IN MICROCOMPUTERS 


The New Model 12 Computer— 
Affordable and Expandable 


NEW 
FOR’84 


The Perfect 
Computer for 
Any Size 
Business 


i 
= 5499" 


Our most popular multi-purpose workstation. Ideal for accounting, 
word processing, planning, electronic filing, mainframe communi- 
cations, and more. Model 12 features an 80,000-character internal 
memory, and each built-in disk drive stores 1,250,000 characters. 
30.5cm green monitor. Easy internal and external expansion. 

1-Disk Model 12. 26-4004 ...................04.. 5499.00 


2-Disk Model 12. 26-4005 ...................5.. 6999.00 


Model 16 — Our Fastest, 
Most Powerful TRS-80 Ever! 


The Hub of a 
Multi-user 
System 


* 8499” 


Model 16 can become the hub of a multi-user office system! Just 
add one or two terminals, hard disk and cable, and up to three 
people can perform different tasks at the same time. Dual pro- 
cessors. 256K internal memory (expandable to 512K), one or two 
built-in 1.25-million-character 20.3cm disk drives, 30.5cm green 
monitor, detachable typewriter keyboard. 

128K 1-Disk Model 16. 26-6001 


128K 2-Disk Model 16. 26-6002 .............00eeee 9999.00 


8 -Megabyte Hard Disk System 


5999" 


Extremely 
Fast Access 
io Programs And Data 


Adds 8 million characters of storage to your Model Il, 12 or 16 
microcomputer. Winchester technology assures reliable, fast trans- 
fer. Uses all current TRSDOS library commands, plus new hard disk 
utilities. Secondary drives are available. Installation not included. 

Primary Drive. 26-4150 ... cece cece nen eeeneen 5999.00 


Secondary Drive. 26-4151 ........ 2.0 c cece eee eee 4999.00 


All-New 
1984 


Deluxe DT-1 Video Data Terminal 


1499" 


Ideal for Our 
Model 16-Series 
Multi-User 
System 


E> 


Features convenient configuration selection of four popular stan- 
dard terminals from the keyboard. Non-volatile memory retains 
terminal configuration even when power is off. 30.5cm diagonal 
80 x 24 display. 26-6050 ......... cc eee eee eee ene 1499.0 


Now Available! Come In for Your Free Copy of the New TRS-80 
Computer Catalogue. 


Just Ask for Catalogue RSC-9 


FREE — Our new full-color, 60-page catalogue includes detailed information on 
the exciting line of TRS-80 computers, accessories and software. Available now 
at your nearest Tandy store, Computer Centre or participating dealer. Be sure to 
get your copy of the most complete computer catalogue available. 
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a Specifications =. } 


| Microprocessor: 6809E 8-bit processor. Clock Speed: 0.894 


| Add Even More t 


MHz. Keyboard: 53 keys, including up, down, right and left ar- 
| rows, BREAK and CLEAR. Video Display: 16 lines of 32 upper 
case characters. Color graphics capabilities range from 32x64 (8 | 


) colors) to 192x256 (1 color and background color) with 3 inter- py 


mediate formats. Higher resolutions in the same range are avail- | 
| able through machine language. Extended BASIC or Program 


| Paks. Output connects to any standard TV set (75 ohms) and in- | | 
: 16K internal dynamic RAM. | | 


| cludes video and sound. Memory 
| Expandable to 32K. Color BASIC is in 8K ROM, 16K ROM with | 

Extended BASIC. Input/Output: 1500-baud cassette (recorder 
| optional). Connectors for two 2-dimensional joysticks (optional). 
} RS-232C serial I/O port. Interrupt Timer: Accessible from | 


| Extended BASIC or machine language only. Dimensions: | | 


| 7.62x26.3x37.4cm. Power: 240VAC, 50 Hz, SOW. 


| | Cursor control! Adds speed and ease to 
| game-playing and to creating color graph- 


| NEW! Multi-Pak Interface. Connect 
up to four Program Paks to your com- 
puter at once! Play repeatedly with- 
out changing setup or cartridges! 
| 26-3024 


Color Computer 


Color Computer . 
faster, more realistic act 


} ment. Single-shot butto . 


BOS OOG i ke & crdnte cers ee Pair/39.y5 
NEW! Color Mouse. For the ultimate 


69°5 


Time-Saving Color Computer Multi-Pak Interface 


349°° 


ics. Use alone or with a joystick. 
26 S02. gs stench a utaies 2 4 0s wah 6 


Mitte, 
—y 


ee ay ae 


OUR MOST POWERFUL! 32K COLOR COMPUTER 


Extend Storage Capacity 
With Color Disk Drives 


. Disk Operating 
System is Stored 
in ROM and Uses 
About 2K of 
Memory 


1st Drive Additional Drives 


699"" 499" 


Store and quickly access complete programs 
and large amounts of data! Adds 156,672 
characters of storage per disk. Includes ca- 
ble with plug-in Program Pak, blank 51/4” 
diskette and manual. Requires Extended 
BASIC. 


Color Disk #1, 2 or 3. Requires Disk #0. 
26-3023 499.00 


Color Disk #0 Kit. 26-3029 699.00 


The Heart of a 
Sophisticated, 
Disk-Based 
Color Graphics 
System 


32K Extended BASIC 
TRS-80 Color Computer 


NEW LOW 
PRICE 


i 99° Less ee SR 


Was $1099 
in 1983 Cat. 


32K Extended BASIC Color Computer. Now double your programming power with this 
low-cost, professional computer. Loaded with features for the serious programmer. Add 
our new Color Disk Kit (at left). Or access 32K of memory using the powerful, built-in 
Extended BASIC language. Easy-to-use one-line commands make detailed color 
graphics incredibly simple. Create drawings, business charts, engineering pe edt 


even animation. With Standard and Extended BASIC manuals. 26-3003 


Add These Color Computer Disk Programs for Problem-Solving or Fun 


Disk Color SCRIP- 
SIT™. Word pro- 
cessing. Displays up- 
per/lower case. 

26-3255..... 79.95 


New! OS-9 with Editor/Assembler. 


Disk 
operating system for the Color Computer. 
Comprehensive system that supports multi- 


tasking. Includes full-featured Editor/ 
Assembler for creating assembly language 
programs. With documentation, reference 
manual and 13.3cm diskette. Requires 64K. 

IO oo eel a as ee wa 99.95 


NEW! BASIC-09. Enhanced, extremely effi- 
cient language for the Color Computer. 
Interactive compiler produces compact pro- 
grams that can be executed at high speed. 
Includes Command, Edit, Execution and De- 
bug modes. Requires OS-9 operating system 
(above). Requires 64K. 26-3036 ..... 149.95 


NEW! Disk Graphics 
Pack. Easily create 
and plot a variety 
of charts and 
graphs. Includes 
key “legend”: 

26-3251 . 79.95 


NEW! Color Profile. Versatile electronic fil- 
ing program that lets you store and recall 
information in seconds! Define up to four 
primary and four secondary search keys. 
Create up to 256 data fields. With conven- 
ient reallocate facility for easy insertion of 
new data. 26-3253 ............. 79.95 


NEW! Color Disk Editor/Assembler. Get 
the speed and efficiency of machine lan- 
guage programming. For developing 6809 
software or subroutines. Save and load edi- 
tor files to and from diskette. A time-saving 
INCLUDE facility allows source code from 
disk files to be included in assemblies. 

26-3254 8 «oe. 3 79.95 


great animated color 
graphics. Escape 
with the ancient 
treasure. 

26-3290 . 49.95 


_ Disk Color Spectaculator. Performs elec- 


tronic spreadsheet calculations. Includes 
column totalling and grand total. 
2ES25G ee sie sic s ean win wena es 79.95 


Disk Personafile. Handy filing program for 
fast access to household records and infor- 
mation. Up to 540 records, with up to 250 
subjects. 26-3260 ............... 79.95 


NEW! Cash Budget Management. Keep a 
budget and track cash flow. Based on cash 
transactions—enter income and expenses. 
Use with checking, petty cash and savings 
accounts. 26-3261. 00 0. 79.95 
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COLOR COMPUTER GAMES FOR THE FUN OF IT 


Experience the Excitement and Challenge of These Great Games! 


Poltergeist. Based 
on the hit Steven 
Spielberg movie! You 
must find and rescue 


Mega-Bug.* A rapid- 
action maze of fun! 
Try to confuse and 
lose your many chas- 


Shooting Gallery. * 
Hit the moving tar- 
gets for points in this 
whimsical carnival at- 
mosphere of flashing 


- Carol Anne. ers by leaving false lights and music 
26-3073 ..... 59.95 trails. Watch out—you’ll find lots of surprise 
©1982 Metro-Goldwyn-Mayer Film Co. and SLM Entertainment, Ltd. eS OE Gaara in ewe, cen uaic fe itedde eran Bay 39.95 POAAUGE ere eins oe. eaten 39.9! 
Great Action for the Whole Family! New Programs & Old Favorites 


Space Assault.* Destroys aliens before they destroy you! 
OP SOO aioe ta a) afainis tw a, a}aie oialevarsVevalwce wt /@ cieteie are 39.95 


Project Nebula.* Cosmic “‘dog fights” as you seek out and battle 


enemy vessels. Four skill modes. 26-3063 ............. 49.95 
Polaris. * Use your fleet of submarines to defend islands. 
A ibe cre: ccar't nis, mi gb: epi. mi eynin p tim balacelenpcavals ote 9.95 


Galactic Attack.* Destroy Dive-bombing enemy spaceships. 
UGG ee ieie os ce gs sect sales tate: gies aiariere aie yacevetaleieleqetaaae 39.95 
NEW! Canyon Climber.* Three levels of hazardous fun! While 
ascending cliffs, you must avoid unfriendly goats, deadly arrows and 
objects falling from the sky. 26-3089 .................. 49.95 


NEW! Gomoku and Renju. Ancient oriental 
games of strategy. 26-3069 ........ 39.95 


Wildcatting. Strategy game in the oil fields! 
26-3067 39.95 


Roman Checkers. Classic game of strategic 
placement. 26-3071 .............. 39.95 


Color Cubes. Play that maddening cube puzzle on your computer! 
Undo and redo up to 255 moves. 26-3075 39.95 


Castle Guard.* Defend your castle from the giant fireball using 
Merlin’s magical pikes! Great color graphics. 26-3079....... 39.95 


Microbes. Use your ‘‘disinfector” to shoot antibiotics at nasty bac- 


teria. 15 levels of difficulty. 26-3085 ................... 39.95 
Clowns and Balloons.* Bounce a ‘“monkey-suited” clown high 
enough off the net to pop balloons above! 26-3087 ...... 49.95 


Popcorn.* Red-hot action! Catch the popping kernels with a skillet 
as they fall. Ten skill levels. 26-3090 .................. 39.95 


Monster Maze. * Search for stacks of gold in an evil dungeon! 


PROS SOO Ui aisle isle ule sia Sidi acacece © s wie pia. dare ahble slinle cw Wieree 39.95 
Double Back. * Gain points by encircling the objects on the screen — 
making aloop back to your own tail. 26-3091 .............. 39.95 


Gin Champion. Sharpen your gin-playing skills. 26-3083 ....49.95 
NEW! Slay the Nerius.* Navigate your mini-subs in perilous waters 
teeming with sub-eating starfish, poison air bubbles and the ancient 
seaworm, ‘Nerius. 26-3086 .. 2.5.05. e ee eee ees 39.95 


New Low Price! Pinball. The classic arcade game. Was $49.95 in 
Cat. RSC-8. 26-3050 29.95 
New Low Price! Football. Join the ‘pros’. Was $59.95 in Cat. pee 

PO S0SS oe a oak oes co bee ce ee -95 
New Low Price! Checkers. Eight-skill levels. Was $49.95 in Cat 
FisG 6 269055 oe occ va cas oaks os eee ene 29.9: 
New Low Price! Art Gallery. Draw color pictures. Was $49.95 i iB Cat 

- RSC-8. 26-3061 95 


NEW! Star Blaze.* Eliminate aliens and s 
the galaxy! Protect star fleet’s fuel and re 
Stations: 26-3094 if. 3 
NEW! Reactoids.* Prevent meltdown! Ti 
control of the nuclear reactor’s comp 
guidance system. 26-3092 ......... 3. 
NEW! The Dungeons of Daggorath™. * Ultimate adventure vey 
Hi-res, 3-D graphics and “heart” beat. 26-3093 
NEW! Baseball.* Just like the real game! You’re in full pe 
Fantastic graphics. 26-3095 
Chess. Eight levels of difficulty. 26-3050 ............... 9. 
Super Bustout.* Break down three walls on the screen. 
MO SO acon cin a cic herd sites Sic tus twiw’ et atu le sel eta 'aielnisal'el atlas (el a3 
Dino Wars.* Attack the opponent’s beast. 26-3057 ...... 
Skiing. * Maneuver through slalom gates. 26-3058 
peel naan Great game of strategy and luck. 


Thrilling Adventure and Strategy Games 


NEW! Klendathu.** Based on 
Robert G. Heinlein’s ‘Starship 
Trooper”! The planet Klendathu is 
crawling with a civilization of giant 
bugs! Destroy the deadly “sol- 
dier’” insects. Don’t let fire power, 
suit power or time run out! For one 
or two players. 26-2567 .. 24.95 


Pyramid. ** Perilous adventure game! Explore the ancient pyr- 
amid’s unknown passages for treasures! Carefully make your 
way past deadly hazards. 26-3310 i 

Raaka-Tu™.** Venture into the temple of a forgotten civilization. 
The clever can gain vast treasures. Draw on your knowledge of 
magic and medicine. 26-3311 19.95 
Bedlam.** You're “in” and you want to get out of this nutty 
place! But can you trust Napoleon or the guy who calls himself 
X-Ray? 26-3312 19.95 
Madness and the Minotaur.** Beware of the mystical Mino- 
taur and other strange creatures as you search the labyrinth for 
hidden treasures. 26-3313 F 


Card Games. ** Six games in one—with something for every- 
one! There’s challenging hands of Solo Poker, Solitaire and 
Black Jack for adults. Kids will love Fish, The Last Pirate and 
War. 26-3320 


* Joysticks required. **Cassette recorder required. 
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EDUCATIONAL COLOR COMPUTER PROGRAMS 


New! Children’s Computer Workshop Series by the People Who Brought You Sesame Stree 


Peanut Butter 
Panic.”*** Players 
catch stars to make 
sandwiches and score 
points! For ages 7-up. 


Taxi."*** Kids earn 
fares and tips as they 
drive through six cities, 
from New York to 
Shanghai. For ages 7- 


Star Trap.*** Players 
race through a maze, 
to trap a slippery star 
before time runs out! 
For ages 7-up. 


up. 26-2509 .. 29.95 26-2523 =.=: 29.95 26-2510... .. 29.95 : 

Grover’s Number Rover. rover is counting on you to help him Big Bird’s Special Delivery.”** Match sinares to help Big Bird 
play with numbers! For ages 3-6. 26-2522............... 29.95 deliver his packages. For ages 3-6. 26-2525............ 29.95 
Ernie’s Magic Shapes.™* * Help Ernie match shapes and colorsinsix | Cookie Monster’s Letter Crunch.™*** Cookie Monster is hungry! 
different ways. For ages 3-6. 26-2524 .................. 29.95 Match letters and words to feed him. Ages 3-6. 26-2526 .. 29.95 


These programs require Extended BASIC. Muppet characters are trademarks of Muppets, Inc. All rights reserved 


Color Computer Education Programs — Challenging & Entertaining 


g°5 g95 


| COLOR COMPUTER 
- LEARNING SERIES 


g° 


Cordial Stall Maths Spelling 
A fun game to Invaders 200 lessons 
show students Help save the each of 6 words 
some aspects of earth and to improve spell- 
running a small improve maths ing through 
business. Ages 5 skills at the same review and prac- 
and up time. tice. Ages 8-12. 
26-7956 . .9.95 26-7957 ..9.95 26-7958 ..9.95 


Micro Painter. An 

“electronic coloring 
ke 

26-3077 .....49.95 


Color SCRIPSIT™. Word processing with easy editing. Handyman. For do-it-yourselfers! 26-3154 ............. 39.95 


ee ee es 49.95 Editor/Assembler. 26-3250 ................. >... 39.95 
NEW! Graphics Pack. Plot charts and graphs. 26-3157 .. 69.95 Audio Spectrum Analyzer. Test stereo reall for F tee perfor- 
NEW LOW PRICE! Art Gallery. Draw color pictures! 26-3061 .29.95 mance! Requires cable (#26-1207). 26-3156 . ; . 29.95 
Color File. Quick store and access data electronically! NEW! Color Compac. Communications program. 
NOS a eee ce ness 39.95 2095300 8 49.95 - 
Spectaculator. ‘Electronic worksheet’’ for problem: solving. NEW! Personal Finance ITI. Set up a budget. 26-3106 ... 49.95 
RO a104 a ee ee eee 0 cece es as 49.95 Diagnostic ROM. Perform test routines. 26-3019 ........ 39.95 
*Joysticks required. “*Cassette recorder required. ***Joysticks and cassette recorder required. 145 


99°° 


Cassette Interface 


59° 


PC-4 Printer 


109°° 


Add These Handy Accessories to Your PC-4 
1K RAM Module. Triples memory! Inserts inside PC-4. Only one module m 


used. 26-3653 . 


A NEW POCKET COMPUTER FROM TANDY 


Printer Paper. 65-711 


ay be 
, 29.95 
. Pkg. of 5/3.29 


Introducing the Lowest Priced TRS-80 Ever For Affordable On-the-Go Computing Power! 


TRS-80 Pocket Computer Model PC-4. The PC-4 lets you keep up to ten 
short programs in its 544-character memory or combine the programming 
area to allow longer programs. BASIC language includes 23 commands, 15 
functions and 10-digit numeric accuracy. Up to 16 commonly-used commands 
like GOSUB, LIST and STEP can be entered by pressing two keys! Programs 


PC-4 Cassette Interface. Allows you to store and load programs and data at 
300 baud using an optional cassette recorder. Requires two “‘AA’’ alkaline bat- 
AGHOS!2O-GOO Fo -2 sist eater a ayece viuieiere ware tasceste siaie ete tee teneamiae ang 59.95 


PC-4 Printer. Prints 20 characters per line (60 lpm) in an electro-thermal 5 x 7 


can accept words and names as data (strings up to 30 characters). Big 
12-character LCD scrolls to 62 characters. Edit and debug modes. 0.95 x 16.5 
x7cm. Includes batteries and manual. 26-3650 ...... 


re Lae 99.95 


dot matrix. Includes rechargeable batteries and adapter/charger. 
Vt a Y See NP Beary 


Informative “How To” Books from Our Reference Library 


NEW! Model 4 Technical Manual. Provides tech- 
nical information and theory of operation on 
Model 4 hardware. Includes vital information for 
the assembly language software developer or 
user, including SVC calls, file formats and much 
Lnals} cs ibe’: rey I 1) Fn aR eee GP Rr 36.95 


NEW! Model 4 Disk System Owner’s Manual. 
Discover the ease of putting Model 4 to work in 
your business. Covers initial set-up, BASIC and 
applications programs. 26-2117 ....... 26.95 


Getting Started With TRS-80 BASIC. Entertain- 
ing introduction to Level II and Model III BASIC 
programming. Excellent for beginners. Sample 
programs and exercises. Over 300 pages. 
PORIOU eee once ae 6.95 


Model III Disk System Owner’s Manual. Covers 
disk operation, TRSDOS and Disk BASIC. With 
helpful programming examples. 161 pages. 
COON Gee ae 6.95 


146 Tandy is Your Complete Pocket Computer Headquarters 


BASIC Faster and Better & Other Mysteries. 
Useful functions, subroutines, utilities and tips to 
“supercharge” your programs. Tutorial for the 
beginner, instructive for the advanced user, and 
invaluable for the professional. For Model I, III, 
and 4. 288 pages. 62-1002 ........... 39.95 
Computer Programming in BASIC for Every- 
one. Introduction to writing programs. 156 pages. 
62-2015 fic. Ses ta Se 3.95 
BASIC Computer Language. Self-paced format 
quickly gets you into programming. For Level I 
BASIC. 232 pages. 62-2016 ........... 6.95 
Level II BASIC. Informative self-study course. 
351 pages. 62-2061 
Programming Techniques for Level II BASIC. 
Supplements #62-2061 above. 142 pages. 


G2 2062s ee 5.95 
Computer Games. Exciting games for the Level 
II TRS-80. 152 pages. 62-2068 ......... 8.95 


Home Computer Programs. Packed with house- 
hold helpmates. 330 pages. 62-2069 .... 8.95 


Introduction to TRS-80 Graphics. Line drawing, 
special characters, pixel graphics, animation. 134 
PAGES: G2:2073) 05. 8.95 


Graphics for Model I/III/4. Explains how to con- 
trol graphics in easy-to-understand language. 288 
Pages: G222687 oii ee ay ee 13.95 


More TRS-80 Assembly Language Program- 
ming. Techniques and projects. Z80 instruction 
set and codes. 430 pages. 62-2075 ..... 6.95 
TRS-80 Pocket Reference Handbook. Guide to 
all TRS-80s. 228 pages. 62-2084 ....... 7.95 
BASIC Conversions Handbook for TRS-80, 
Apple®, and PET® Users. Convert programs 
among these computers. 96 pages. 

eee ices see Rs ad il aa db kia 6.95 
TRS-80 Pocket Computer Programs. Fifty 
ready-to-run programs in Pocket BASIC. 80 
PAGCS. C2208 wii isan easing 2.95 


VisiCalc is a registered trademark of VisiCorp. Multiplan is a 


trademark of Microsoft Corp. Apple is a registered trademark of _ 


Apple Computers. PET is a registered trademark of Commodore 
Computer. 


TRS-80 — FIRST WORD IN COMPUTER EXCELLENCE 
Versatile, Compact Color Computer for Beginners or Hobbyists 
1 99° 5 ¢ Eight Colors * Sound Effects « Attaches to Any TV 


¢ Over 4,000 Characters of Internal Memory 
¢ Many Commands Similar to Standard Color BASIC 
TRS-80 Model MC-10 Micro Color Computer. Your chance to join the “computer 
revolution” —with a very small investment! The MC-10 features a standard typewriter- 
style keyboard in an attractive, compact case. Easily produce color graphics, play 
games, or learn to program with the excellent tutorial manual (included). You can 
even input programming commands with just two keystrokes! Save and load 


your programs to and from tape with an optional cassette recorder. There’s a 
built-in serial interface for connecting a printer or a modem. 


QESSOW Ts few seaipca oee wiest mova tet ie ai vcach ov earns a a Slave 199.95 
MC-10 16K RAM Module. Just slip onto the back of the MC-10 for an 
additional 16,000 characters of memory. 26-3013 ......... 74.95 
New! Ready-to-Run MC-10 Cassette Programs 
Checkers. Try your skills against the computer’s! 26-3360 ..................0.. 14.95 
Games Pak. Lunar Lander, Breakout, Hangman and Pong. 26-3361 ............. 16.95 
Just 5.1 x 17.8 x 21.6cm and Math/Design. Perform math functions and plot graphics. 26-3362m"............. 16.95 
Available Nov. '83 Weighs Only 837g! Pinball. Arcade-style action. Requires 16K RAM module. 26-3363 ............... 16.95 


Low-Cost, Dot-Matrix Printer With Graphics 


TP-10 Thermal Printer. This compact printer is 


perfect for use with the MC-10 Micro Color 
Computer, as well as our other Color Computers. 
You can print both screen graphics and alphanu- 
merics. Text mode prints 32 characters per line at 
30 characters per second on 10.48cm wide thermal 
paper. Elongation mode for expanded print. 
Software-selectable mode and pitch. Special re- 
peat function to make graphics programming eas- 
ier. Color Computer-compatible serial interface 
only (600 baud). 26-1261...........045 149.95 


Paper. 10.48cm thermal. 26-1332 ...Pkg. 2/5.95 


Programming 


5 O° 


Color Computer Graphics. Extensive guide to 
creating superb color graphics. 256 pages. 
SUG TA des Se ae re ah 6.95 


NEW! Color Computer Assembly Language 
Programming. Comprehensive guide to 6809 in- 
struction, including set and registers, condition 
codes, addressing and branching, subroutines, 
graphics and sound, and more. 256 pages. 
NS OT le fess, a ee RS 9.95 
Color Computer Programs. Over 37 useful and 
fun programs to key into your computer. 334 
PROS UO LEADON ce 6 ia ied cons se Diehl e dye eine 11.95 
NEW! VisiCalc” Applications. Utilize the 
strengths of this versatile management and engi- 
neering tool. 184 pages. 62-1051 ...... 16.95 
NEW! Power of Multiplan”. Get the most out of 
this ‘second generation” spreadsheet analysis 
program. 184 pages. 62-1052 ......... 16.95 
Business Programs Applications. Develop 
business programs. 282 pages. 

Bee P Oe Fee. Sis on eee ows tree siete 5.95 


Some Computer Items May Require Special Order at Most Stores 


Books to Help You Get the Mo 


¢ Print Graphics and 
Alphanumerics NEW) 1 49°5 
¢ Whisper-Quiet os 


SPECIFICATIONS. Character Set‘ 94 ASCIl, 
16 graphics characters. Pitch: 10,5 characters 
per inch. Line Spacing 0.42cm. Dimensions: 
7.6x20.3x12.7cm. Weight: 1.5kg. Power 
Supply: 240 VAC, 50 Hz. 


BASIC Faster and Better & Other Mysteries. 
Useful functions, subroutines, utilities and tips to 
“supercharge” your programs. Tutorial for the 
beginner, instructive for the advanced user, and 
invaluable for the professional. For Model I, III, 
and 4. 288 pages. 62-1002 ........... 39.95 
Computer Programming in BASIC for Every- 
one. Introduction to writing programs. 156 pages. 
Gee POTS ee eatnee cated wie: poe aster 3.95 
BASIC Computer Language. Self-paced format 
quickly gets you into programming. For Level I 
BASIC. 232 pages. 62-2016 ........... 6.95 
Level II BASIC. Informative self-study course. 
351 pages: 62-206 Ni sio8 ie een ea 10.95 
Programming Techniques for Level II BASIC. 
Supplements #62-2061 above. 142 pages. 


C2206 2 iii ties once cea cea eee eee 5.95 
Computer Games. Exciting games for the Level 
II TRS-80. 152 pages. 62-2068 ......... 8.95 


Home Computer Programs. Packed with house- 
hold helpmates. 330 pages. 62-2069 .... 8.95 


, 


Pa nc eal } 


ay ~ | 


Gianyar 
mi ete 


st from Your TRS-8 


Introduction to TRS-80 Graphics. Line drawing, 
special characters, pixel graphics, animation. 134 
PAGCS i CARLO Saisie iis ones sis pels sons mies oe 8.95 


Graphics for Model I/III/4. Explains how to con- 
trol graphics in easy-to-understand language. 288 
PAGES; G2-208 Tie ES. Sk eee oe as 13.95 
More TRS-80 Assembly Language Program- 
ming. Techniques and projects. Z80 instruction 
set and codes. 430 pages. 62-2075 ..... 6.95 


TRS-80 Pocket Reference Handbook. Guide to 
all TRS-80s. 228 pages. 62-2084 ....... 7.95 


BASIC Conversions Handbook for TRS-80, 
Apple®, and PET® Users. Convert programs 
among these computers. 96 pages. 

62-2088 


TRS-80 Pocket Computer Programs. Fifty 
ready-to-run programs in Pocket BASIC. 80 
PAGES: -G25ZO8G | oe ce oie ais. cis wien 2.95 


VisiCalc is a registered trademark of VisiCorp. Multiplan is a 
trademark of Microsoft Corp. Apple is a registered trademark of 
Apple Computers. PET is a registered trademark of Commodore 
Computer. 
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SENSATIONAL TRS-80®° PORTABLE COMPUTER 
Built-In Software Makes Model 100 Truly Revolutionary 


8K Model 100 i ial = 


TRS-BO 


24K Model 100 


j 399° ® e2 ‘3 P fe PASTE LABEL PRINT PAUSE 


¢ Powerful Built-In Executive 
Management. Software 

¢ Self-Contained 
Communications Software 


e 8-Line by 40-Character lcaPs cueT 
Liquid Crystal Display [boc 
e Full-Size Typewriter Keyboard 
¢ Memory Expands to 32K NUM 


e Weighs Less Than 2kg 
¢ Battery or AC Powered 


TRS-80 Model 100. So small it’Il fit in your in-basket! And when you i i j ™ 
leave the office, you can take the Model 100 with you because it The Micro Executive Workstation 


works on batteries. Five built-in “instant-on” programs let you use 
Model.100 as a personal word processor, address book, appointment 
calendar and terminal for information services through the built-in Use the Model 100 
RS-232 interface via optional acoustic coupler. The extended On the Go 
Microsoft® BASIC language makes it perfect for programmers, too. " 
Includes a parallel printer port, an RS-232C interface programmable 
to 19,200 baud, and a cassette port that operates at 1500 baud to use 
our ready-to-run software (below) or to interchange tapes with our 
new TRS-80 Model 4 (see page 134). Internal nickel-cadmium bat- 
teries retain memory data for up to 30 days. Requires four “‘AA”’ 
batteries. 


8K RAM Model 100. 26-3801 ..................... 1099.00 
24K RAM Model 100. 26-3802 .................... 1399.00 
8K RAM Upgrade. Requires installation. 26-3816 ...... 169.95 
BASIC Language Lab. Comprehensive manual helps you learn 
BASIC in an easy-to-use tutorial style. 26-3821 ......... 49.95 
Additional Model 100 Software on Cassette Use the Model 100 
Personal Finance. 26-3822.....................00.. 32.95 On Your Desk 
LSU UCT (TPL TES 1 V1 ee age POOR Pe a ane a 49.95 


TANDY AUSTRALIA LIMITED INC. IN N.S.W. 


